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Ruffled 
Curtains 


We have just received 


200 pairs 
Cohen Bros, 


celebrated 
Ruffled 
Net 


Curtains. They are sim- 
ply beautiful and Very 
stylish and can be Iaun~ 
dered very nicety. 


We have them at $2.50, 


$3. $3-50, $3-75* $4» $4-5<> 
and $5 per pair. 


Come in and see the 


assortment, you will like 
them. 


New Portiers and Rope 


Curtains, new Rugs, new 
Straw 
Mattings, new 


Linoleums, 
new 
O i l 


Cloths, new Carpets, &c. 


Our Furs are the great- 


est attraction and every- 
body says they are the 
nicest line in the town at 
the prices. 


See our line of Silk and 


Wool Waists. 
They are 


exquisite. 


VcrylRcspectfuIly 


Ransom D. G. Co. 


HC 
DCCTC 
Ikl 
DC A r*C Ipromisesof God. the faith of the Sav- 
MC 
KCo Id In 
r EACC tor and the blood of the Lamb 
With 


NO Man Ever Attempted to Offer 


the President a Bribe. 


BEAUTY DID NOT DAZZLE HIM 


AM! Gold C«*ld Not Sfcak* His Itoaesty. 


Broadbrim Placet Mckulcr Kelt 


Oaly to Waibiajtioa. 


(SPECIAL coctEaroNnes-cz so. Ii7l» 


Sew YOUK, Sept. 27 — Among the 


beautiful tributes that glcrided the 
floral display at the l:-st resting place 
of our chief, when he reached h«s old 
home at Canton, w;-> a beautiful 
wreath on a ground of -o'te. with 
letters formed of lovely • chids that 
challenged the ra'a'oow's nues. form- 
ing the words "R- "I in Peace." Oh, 
bow the sorrowing hearis yearn for 
both when 
the wond bad almost 


wrecked the hope of future happiness. 
The warrior had come back home; the 
statesman after baring attained the 
highest honor bis country could be* 
tow was suddenly stricken down in 
tae moment of h's greatest triumph: 
the light, of 1-fe is suddenly struck 
out—he rests in p^ace. It was on th's 
spot he met his young life's dearest 
.ove, it was bere be pledged his fealtj 
X) her who bad won b's heart and no 
belted Knight ever took b's bride" 
oat b and was more true; true as the 
Damascus blade, cooled by 
wfae ic 
brook's temper. lo.tbe ordinary s rug- 
/le tha leads to greatness and powe 
there a re of t«n tempiaUoos that im- 
peril and jeopardize the purity of the 
soul. Probably no man of bis age and 
time deserves le*scredit for escaping 
•it least suspicion of a fall from grace 
with unmeshed feet than William 
McKinley. The oidinary politician 
ogaged in cont'ouous strife to win 
place and pelf, neither of which is his 
desert, when be_ reaches the capital of 


nation be tinds himself surround 


ed by temptation 
that he neve- 


drempt- of :o bis humble home. Beau- 
y is there to betray him, as Delilah 
aid tiatuson. when sleei/i'ig he was 
horn of his locks. Gola is there to 
.empt and dazzle h'm. It has led to 
he down:all of millions who bad not 
be poxver to resist its charms, and in 
bis heart he treasured tilt, motto of 
"Every man has his price." Th!s de- 
bating apostrophe of all that is bad in 
human nature never reached William 
McKinley's ears. 
So tempter ever 


had the courage to offer a bribe to 
him for whom a nation weeps today 
better and scalding tears. 


To him for whom, at our President's 
behest, time stands still and for a 
brief space millions pause as if com- 
posed of bronze or stone, such a trib- 
ute has never been paid to mortal 
man since creatioa dawned and the 
Almighty said to a world of cloud and 
darkness -Let there be light,." Why 
should we weep for him? Why should 
a nation with aching hearts bear uim 
from the altar of sacrifice where his 
clay shall rest, in honored sepulchre 
till :be dread archangel, with one foot 
upon the sea and the other on the 
iand shall proclaim to a waking world 
that time is ended and eternity 
hab come, and that summoning blast 
shall call from the graves of ages the 
spirits of the quick and the dead. Drv 
your eyes, oh people, wherever the 
Stars and Stripes shall mark the 
boundaries of human freedom. Wil- 
liam 
McKinley 
is 
not 
dead: 
he 
stands in our 
midst 
more 


powerful today than when be stood 
the leading chief among millions of 
fighting men who went forth at his 
command to proclaim the coming ot 
the new evangel. Your hero rests in 
peace. Heals in the artus of Jesus. 
Tnere are not many, unlefs they have 
naa experience at Washington, who 
can realize the temptations to which 
our legislators are exposed. The city 
swarms with suppliants for office, and 
for the attainment- of their desires 
they are willing to sacriice body and 
soul. Unfortunately for i/ar National 
character ibe ppase. sion of th's rock 
bound courage is confined t^ compara- 
tively 
few, and 
they 
are 
to 
stand in the Hall of Fame as, exem- 
plars of our National virtue for all 
time, lathesanbed im of this holy 
place next to Washington, the father 
ol his country, will stand the counter- 
part of William McKinley, second to 
Washington alone. How many men 
in this generation that can show such 
a perfect life? Who js there so shield- 
ed in this generation that shafts of 
envy, detraction and temptation can 
never reach him.whose feet are plant 
ed on the rock of virtue, whose heart- 
is overflowing for the love of his Jel- 
iowmen and whose soul is deaicated 
to God. 


What a series of scenes or delight- 


ful pictures were those that gilded 
arid graced the closing nours of h:s 
life. The love r,nat never failed or 
faltered was known to all the tend. 
Tbe wife he toad chosen in h:s voung 
manhood's prime was a constant well 
spring of happiness and joy. Sickness 
came with affliction and sorrow, but 
it ainaost might have been regarded 
as a blessinff,for the love never lalter- 
ed or waned, but bound their hearts 
closer together till the gates of death 
were unfolded- How beautiful the 
picture as the Nation saw this brave 
man sitting beside the bedside of bis 
afflicted wife, her hands clasped 
>a 


bis as the? spoke of the coming part 
ing which in God's Providence seemed 
not alar off. 


There was nothing of grief or sor- 


row in the conference: the conversa- 
tion was full of hope, joy and gladness 
as they spoke of that summer land on 
the other shore of that sileot sea 
where there >s neither grief nor sor- 
row nor p»in nor parting, but all is 
joy and happiness forevermore. Both 
believed chat the wife should lead the 
way and in due time should stand on 
the battlements of heaven to joyously 
welcome his coming. There was no 
doubt or fear or failure in that hope. 
It was indorsed and secured by thei 


such security there could be no fear 
of failure there. One little weekjiow 
small the partition, and our brave 
chief stands to receive the welcome 
and benediction of thousands. 
Wnat Roman triumph eve.' equall- 
ed this, wnen Caesar, surrounded by 
his lictors. entered triumphant! ••le 
City of Seven Hills. Our Caesar - -d- 
ed no lie tors for Irs protection, w at 
least so h* thought. Alas, alas, oe 
was leaning on a broken reed, A.-Jts- 
s nation, like some hideous creat'-i, 
was hovering over him and the Aurel 
of Death was near. Ao apparently 
humble creature 
with snakeiiice 
movement approaches our chief mag- 
istrate and reach 
out 
his band; 
there is a sharp re«~rt, a little cloud 
of smoke, the President reels and 
falls, the assassin 
makes no at- 
tempt to escape. 
If 
be 
had. 
it 
wuuld 
have 
been 
useless, 


for be was surrounded by thousands 
of 
a vergers. 
Our President was 
shortiy after taken to toe house whe.e 
a few days later he yielded up his life, 
and here the picture spoken or a mom- 
ent ago is reversed. It ;s the wife 
that sits beside the bed of the dying 
sufferer speaking words o." co-soleace 
and hope to cheer his journey to the 
pronvsed land, where be will wjlrome 
and await her com ing. 
We are now 
enteriae on a new era in our national 
life. Old tb:--*--s bave passed away 
and all tbir-;s bave b -ome new, ac- 
cording to God', p ojj'«e. 
Tne clos«« / day" nl -nr President's 


life were amor -" tbe ojos»t glorious 
that be ba^ ever 
L-JOMTP. 
He had 


plucked "Tne Cures of the Antiles" 
from tbec-ueig.-f-pof the insatiate 
Span'a-d and bad given h=r a freedom 
equal to our owu. an independence 
tbat had cost r-. nr'.'io= ~ of lives and 
thousands of m'Ilior<; of dollars. 
She 
received it witLout lap!: y and with- 
out price. The clouds :I-at for long and 
weary months had hung heavy on our 
horizon were flee'og before the light 
of a grander, a bng-iier and a holier 
civilization than the benighted do- 
minion, won from the Spaniard, bad 
ever known before. At first they re- 
garded i"i by the same l=ght that they 
did the oppressors whom we had just 
driven out. To be a public officer 
was to be a robbeo and a tyn.nt, and 
somewhere, perhaps, he had read 
Emanuel's me' ^age to the downirod 
and suffering slave—a message, which 
was emblazoned ou the sky ia letters 
of liviog I'^ht: "K^s-stance to tyrants 
is obedience to God." Gradually the 
truth bro'ie on h:<? benighted mind 
that savagery and murder, cannibal- 
ism, with its fearfui atrocities, were 
not man's onlv heritage, and that 
somewhere beyond f"ie clouds, per- 
haps, was the te*npie of the living 
God, whose power «•«•- greater than 
tha"./ of the dark demon which he wor- 
shipped in fear aad uenibi1"*? as his 
ancestors bad woisbipped thousands 
of years befoie. 
In the aeer)ei~ light of the coming 
day stood the shadow of tbe new ruler 
of whom perhaps he had dreamed a 
vision that w?-* DOW realized. 
For 
the new ru'er wri good and fT-ne and 
beautiful and me-c>ru}. 
And tbe 
spirit of the ruler and l*ie sp" it 'rf 
the savage held a co'nmoa iving Gofl. 
But tbe vision of the ruier and • he 
vision of the savage were dissolved in 
tbe shadows af ihe night—The pistol 
of one distraught announced in H;s 
own mysterious way the summons to 
His servant to come home. We hear 
the command, we cannot fathom the 
mystery, ?tid so with dnx>ping head 
and tearful eyes and breaking hearts 
we lay him to sleep among the fadin 


DEMING 
IS COMING 


His Trin Uttle Yacht May 


Roscoe Monday. 


Bete 


HAS CRUISED IN THE ATLANTIC 


The Captain aad Mis Family tore CM* All 


Ifce Way Fro* New Ortea*s aad 


Arc 


flowers of the dying year, to w- 
again at the Master's call on juo- 
ment day. Farewe'l, great ruler i 
the earth, farewell: faiewell. faith-r> 
husband, truest 
among the trrrj 


Farewell, kn;gntly lover, who nev-- 
pained the woman's heart he wor. 
A nat.on bows in grief at the parting. 
Farewell, farewell! 


BROADBRIM. 


Captain Deming has gained his 
point with the canal authorities, and 
tbe trim little yacht that has just 
come from fie Atlantic will in all 
probability be in Roscoe Monday. 
Superintendent Geidel woufd not 
permit Capta.:n 
Dem ing to enter 
the canal at 
Cleveland 
because 
be 
felt 
confident 
the 
craft 


could not cro*« tbe bar at tbe point 
where the Dr ~den sidecut enters the 
Muskingum. To th*s the captain re- 
plied that he would puc l>>s yacht on 
wheels and run her through corn- 
fields until they had oa-sed the bar. 
United States Er-'ineer Moeser at 
ZaresTille took up the captain's cause 
and Attorney Crew, of the Muskin- 
gurn Improvement association, plead- 
ed for him. wmie Hon. J. W. Carsing- 
ham placed the matter before the 
canal people. As a result the superin- 
tendent yielded. 


Mr. Geidel 
left 
this 
morning 


for Navarre where " he will 
meet 


t-be yacht and pilot her to 2few 
Philadelphia. There 
tbe will be 
met by L. P. Wilson, of Newcomers- 
town, who will take her to Roscoe. A. 
L. Norman, of the canal force at that 
place, will see her through to the rir- 
er. 


The crew of the Zeta, that is the 
name of tbe yacht, consists of Capt 
Deming, Mrs. Dem ing. their two 
daughters. Sellie and Daisy, R. G 
Washington, engineer, and his wire, 
Mrs. Gertrude 
Washington, coot 
Capt. Deming is a wealthy citizen o 
New Orleans. H's chief delight in 
pastime is •raising' > i bis yacht; anc 
in this he finds kindred sp! -its in hi 
wife and daughters. Toe small crew 
of the yacht is amply sufficient for al 
emergencies. The Mi's^s Deming are 
expert pilot1* and tike tbeir turns al 
the wheeL CapD. Deming has ger r- 
al charge of the c-u-'t. while the en- 
K'nes are ab-y atf *-ided T-J by Wash- 
ington, the colo'ed eo-Mn-er- 
TheZeta left New o~'cans June 13. 
She took on prov^iocs for a ?ong jour- 
ney and in 10 days arrived in New 
York. Some rouga weataer was ex- 
perienced in tbe gnif sad in the At 
lant=c, especially off fJioe Hatteras 
The Zeta, however, bravely weather- 
ed every gale and reached New York 
none the worse for ber expe; iences. 
After a short stop at New Ybr«: Capt. 
Deminfr directed h's c»af u to New. 
port, and wrs at ^hat Tort da. ing the 
yacht races. Fiom Newport he went 
to City Island in Lon? Is and sound, 
and stopped there Tor a time before 
leiurniDg to New York. 


A second time the Zefea Jeft New 
York, this time beaded: up tbe Hud- 
son river. She ptoceedeS up the river 
as far ?« Troy, and f t-om Troy went 
through tbe canal in* • Lake Cham- 
plain. After a delightful cruise down 
the entire length of La^e Champlain 
the yacht sailed OUG down the Riche- 
lieu river com'ng out on the St. Law- 
rence at Sore'. 
Down the St. Law- 


rence the trio confined, with stops 
at Quebec, i^ontrea1 and the Thous- 
and islands. Then out into Lake On- 


PEOPLE WE KNOW 


—Miss Nellie Denzer is visiting la 
Marion. 


—Walter Smith, of Steubenrille. is 
visiting at the home of Rev. S- A. 
Fisher. 


—Mrs. Joseph K. Johnson is home 


from Zanesville where she has been 
visiting. 


—Dajrjpompton is the truest of his 
uncle, Ward B. Compton, at Waka- 
tomika. 


CLUB RECORD BRO 


Nancy B Paced Half Mile in 


Good Time. 


KEN 
fc 


Very 


THE BEST RACE OF THE SERIES 


(NEXT DOOR TO P. Ol) 


tario, down tbe length of tbat inland 


VERY IMPORTANT MISSION 


Was Given Rev. Joan I. Wilson ia Assif ainj 


Him to a Cleveland Cborcn. 


Tbe Canton 3~eics-Dcn> vrat has the 
following: 
"Dr. John I. Wilson leaves Massil- 


lon with the best wishes ef a multi- 
tude of people. 
Since 
his adveut 
there three years ago he has accom- 
plished much. Aside from riDishing 
the clearance of debt on the new ad- 
dition, be has held h:s congregation 
closely united and kept the organiza- 
tion intact. Doctor Wilson has been 
appointed to the pasto ate of the 
Broadway church at C.e. eland. 
He 


will be at the bead of one of the most 
important missiors in the state. The 
congregation consists la-geiy of Bobe- 
r-'ans. A Bohemian preacher is em- 
ployed under the pastor to preach in 
the Bohemian tongue-" 
j 


POUNDS OF SULPHUR 


Walmt 
Were Horned in tbe Chesfcati aad 


Buildings. 


Health Officer Foster was at work 
today fumigating tbe rooms in the 
Chestnut and Walnut build incs where 
children who have the diphtheria 
were at school. 
Pounds of sulphur 
were used in tbe operation, and the 
rooms were thoroughly fumigated. 
This does away with danger of tbe 
disease originating among the pupils 
of these rooms. 


Cook with gas. 


Where did you get your dinner? At 
C. F. Prince's, for 15 cents. 
24-6t. 


Cook with gas. 


C. F. Prinse serves a 15 cent mer- 
chants' lunch from 10 a. m. to 2 p. m. 


24-61 


sea, and through the Weliand canal 
the little crafi, proceeded to Buffalo, 
where the crew visited the Pan-Amer- 
ican exposition. 
From Buffalo tbe 
Zeta proceeded directlv to Cleveland. 
" Capt. Dem'o» left Cleveland Thurs- 
day morning. \ be course will be from 
there through tbe Ohio canal to the 
Ohio 
river, thence to the Missis- 
sippi, and down this stream to 5few 
Orleans. The trip down the canal 
will necersarily be yery slow. Tbe 
crip, however, is eminently a le'surely 
one, and any s'own'-s of progress 
through the green fields of Obiorwill 
probably be realized by tLe naviga- 
tors. Down the Ohio and Mississippi 
rivers there wi" -ie occasional stops, 
?id it- will probably be November he- 
ore the party ge 
back to >«ew Or- 
lears, after having circumnavigated 
nearly half of tbe United States. 
The Zeta is a very small craft, but 
has a staunch appearance. 
She is 
paioted white and is very pretty. 
She will doubtless attract much at- 
tention at Roscoe as she is probably 
the first sea going boat to visit that 
old port. 


COLUMBIA LEADS. 


She Passed tbe Shamrock, am- Continues to 


Gam. 


[Special Teiegran to Taa AGE} 


YOKK, Sept. 23—The Sham- 


rock started at 11:14 o'clock and Co- 
lumbia started at 11:16. The course 
is 15 miles to windward and return. 
Shamrock turned at i:2o and Col- 


umbia at l:25t according to tbe official 
report, and at 2:14 o'clock they were 
over four miles on the homeward run. 
Columbia forged ahead at 2:22 and a 
minute later was a length ahead of 
"bamroclv. 


This was increased to two lengths 


at 2:30 o'clock, and Columbia gainir.. 
At 2.-J2 the light ship was in sit,l t 
eight miles away with Columbia still 
gaining. 


No trouble to prepare quick break- 
fasts if you bave Mrs. Austin's famous 
Pancake Flour. 
Ready in a moment. 


Cook with gas. 


—French Mizer is confined to his 


home on Chestnut suffering from ty- 
phoid fever. 


—Miss Elizabeth Bunker, of Mari- 
etta, is visiting ber cousin, Miss Lura 
Patton, Roscoe. 


—Frank Fisher, of Waterloo, Ind., 
is visiting at the home of A. W. Swl- 
hart, Vine street. 


—Mr.and Mrs. C.L. Peacock and son 
lave returned from a visit in Beaver 
Fails and Pittsburg. 


—Charley Heiman has gone to Buf- 


falo where he will spend a few days 
seeing the exposition. 


—Col. and Mrs, J. C. Campbell, of 
Newark, have been spending the past 
"ew days with the familyjof J.L.Kue. 


—W. R. Dixon, manager of the In- 


Itan Camp Coal company, was here to- 
day from Kiinbolum attending to 
business matters. 
—Secretary Boya is home from Canal 
Dover where be saw the county fair 
and gathered in a few attractions for 
the Cosh jc ton exposition. 


—Mrs. Harriet Johnson will observe 
her eightieth anniversary at the 
Johnson 
residence 
on 
Second 
street this evening. A number of rel- 
atives from a distance will be present. 


Set:tinel: James Poland, 


of Coshocton, is visiting this week at 
the home of his son, Chancv. in South 
JPort 
Mrs.Lena Xbrris^ of Coshoc- 


ton, was the guest of her mother.Mrs. 
B. B. Hootman, last week, 


—Mrs. King and children, of Zanes- 
ville. are guests at the residence of 
Mrs. King's father, L. P. Burt, Wal- 
nut and Cambridge streets. They 
came to meet Lieutenant Burt who 
will arrive home this afternoon. 


PATHFINDERS ATICHURCH 


The Local Branch Will Listen to a Serma 


By Rev. Mr. Ebersole 


The local branch of the Pathfinders 
will attend services at the Baptist 
chuich Sunday evening. The sermon 
will be delivered by Rev. Mr.EbersoIe. 
The Pathfinders are required by the 
laws of the order to attend divine ser- 
vices as an organizational least once 
Tear. 


PRIVATE INSTRUCTION 


IB Elocution and Physical Culture Will Be 


(men by Miss Myers. 


Miss Nellie A. Myers, teacher of el- 
ocution and physical culture in the 
public schools, has decided a*, the re- 
quest of a number of prominent per- 
sons in the city to give private le - 
sons in elocution and physical cui- 
iure. Miss Myers will give individu- 
al and class lessons, and will make the 
necessary arrangements with those 
who 
call between four 
and five 
o'clock at the residence of William 
Burns, 211 North Second, where she 
s staying. 


Miss Myers is a graduate of the Em- 
erson college of oratory in Boston, and 
through her ability as teacher and 
>ublic reader has gained a bigh place 
n her profession. She comes to Co- 
shoctcn with recommendations from 
eminent authority. 
24-3t 


Just arrived 250 gold fish. AH sizes. 
Price 10, 15 and 20 cents. 
It. 
Siegrist & Williams. 


Cook with gas. 


ted L FMished Oaly a Keck kekkd After a 


•raveStmcfte M Ike 


Strelck. 


The pleasant weather Friday after- 
noon took a large crowd to tbe fair- 
ground where the best card of races 
jet prepared by the Driving: club was 
presented, and among the contests 
was one of the prettiest finishes ever 
seen on the stretch. 
It was in the 2:50 trot and pace. 
Nancy £, the Warsaw horse that has 
been on the track a number of times 
and is the property of Charley Ban- 
turn, was driven by John M. Ad- 
ams. 
Bud 
L, Ernest Eckert's 
harse, was the second 
feature of 
the 
race, 
while R. N. Kirk's 


Wallaroo trotted in a bad third. The 
second heat brought out tbe good 
time anJ the olose finish. Tbe horses 
had been covering the ground at good 
speed, and Nancy turned into the 
stretch first. Bud followed close, and 
almost together they came down the 
track. The drivers plied the whip 
with rigor and skill, and the horses 
kept their feet. For a time it seemed 
as though Bud would gain the lead.but 
when he had gained a point not more 
than a n eck behind Nancy he seemed 
to have done his best. But he stayed 
there, and when they went under the 
wire the game little mare was first 
aud watches showed the time at 1:23. 
Wallaroo trotted tbe race well, but 
had no chanci to win against the 
pacers. 


The card led off with the four min- 
ute trot and pace and ended with 
Frank, driven by B- F. Voorhees and 
Dolly, driven by Joe Theil, tossing for 
tbe red ribbon, each having made sec- 
ond and third places in two heats. Doll v 
won the ribbon. The blue went to 
C. L. Walker's Harry who was driven 
by Charles Sells. 
The 3:30 trot was won by Billy S, 


who showed to better advantage than 
at any time since the series began. He 
won the race in thirty-one, and prov- 
ed that if he can be kept on his feet 
he has good speed. 
The three minute trot was a con- 
test between George Conley's Harry 
and H. A. Wisenourg's Fanny, with 
the result that, Harry won. 
Fanny 
pluckily closed up a big gap in the 
second heat, bat started too late to 
secure the coveted decoration. 
Little Havana proved her ability to 
pace in the three minute event, and 
confidence in her power is restored. 
She acted badly last week. Harry C. 
E. C. Dyer's horse,lost his feet so often 
that he was withdrawn after the first 
heat. 


The summary: 
Four minute trot and pace: 


Frank, B. P. Voorhees 
3 2 
Dollv. Joe Thiel 
2 3 
Harry, C. L Walker 
i i 
Time—1:41; 141. 
3:30 trot: 


BelleC, J. M. Adams 
3 3 


Billy S. W. M. Smith 
1 


Riley B, Geo. Pharion 
2 
Time—1:37; 1:31. 
Three minute trot: 
Harry, Geo. Coniey 
1 
Fanny H, H. A. Wisenburg 
2 
Time—1:36: 128. 
Three minute pace: 
Little Havana, Ed H. Wilson. ..1 
Harry C, E. C. Dyer 
3 
Stewart Wilkes. E. P. Hack 
2 
Time—1:26:1:27. 
2:50 pace and trot. 


Nancy B, Chas. Bantam 
1 l 


BudL, E.H. Ecfcert 
2 2 
Wallaroo, R. N. Kirk 
3 3 
Time—1:29:1:23 
The judges' standGwas occupied by 
A. H. Thompson, D. A. Raiff and L. 
W. Pococfc. 


The club promises a race next Fri- 
day that will go down in its history if 
the track is in good condition. Tbe 
horses are to be Nancy, Bud and Lit- 
tle Havana. 


A bit of news that interested horse- 


men was tbe announcement that Har- 
ry T, owned by W. Q. Barnes, had 
worked a mile Friday morning in 2:15. 


TODAY'S DOINGS. 


SATURDAY. SEPT. J§. 


Suit and 


Wrap 


OPENING 


i 
dr 


Monday, 
Sep. SO, 


8 a. m. to 9 p. m. 


One of the very best nunufac. 


turers in the business will have 
representative with us all day 
Monday to show 


Tailor-made Suits 
Ladies' Long Wraps 
Ladies' Medium Wraps 
Ladies* Short Jackets 
Ladies' Capes 
Dress Skirts 
Walking Skirts 
Misses* Wraps, 


etc., etc. 


RIVER IMPROVEMENT. 


Trnnks and Valises, A. N. Compton 


Cook with gas. 


Goodhair soap cures eczema. 


Come and see all the latest 


styles in fall and winter millin- 
ery at the opening Friday and 
Saturday at firs. F. W. Munn's. 


23-Ot. 


Ail you want to eat for 15 


Beany Prince's. 
cents at 


24-6U 


Cook with gas. 
Gome To-day 


and let us take your measure for 


ur Fall Suit. 
We have an ex- 


ceptionally wide assortment of 
the choicest fabrics of every 
description, and as you "know, 
our work is as artistic and dis- 
tinctive as high-grade tailoring 
can possibly be, and our prices 
are lower than those for which 
you can secure such services else* 
where. 


L. K. BEACH, 


Merchant Tailor 


/anesville Newspaper Believes tfte Matter 


Should Be Taken Up. 


The Zanesville Cvurie/- has taken up 


the Muskingam river improvement 
and urges the people of that city to 
work for the required appropriation. 
It is pointed out that one dam will 
make the river navigable to Dresden 
and the cost will be only a few thous- 
and dollars. The Courier believes the 
siackwatering of toe river to that 
point will be of great benefit to the 
business interests of Zanesville. 


Have yon tried C. F. Prince "s mer- 
chants'lunch? It's out of sight. 15 
cents. 
24-6t. 


Grand opening of fall and win- 


ter 
millinery at Mrs. F. W. 


Munn's Friday and Saturday. 


Do you want a good meal, if so go 
to Beany Prince's. 
15 cents buys it. 


26-61. 


Try C. F.Prince's Merchant's lunch- 


Roast beef, baked potatoes, cream 
slaw, bread and butter, coffee, tea or 
milk, at C. F. Prince's for 15 cents. 


24-61. 


Open day and n'ghu 
Restaurant. 
Grand Central 


25-It 


We will guarantee to have all 


Special Suits and Wraps ready 
in time for the fair. 


Don't fail to see this splendid 


make of Suits and Wraps. 
Your 


only chance thi* season. 


The 
Crawford Store* 


1S3 


IN FW SPA PERI 
SiFWSPAPFld 


CO6HOCTOK DAILY AGE 


EVERY EVENING 


(Kxeept Sunday) 


-BY- 


THE AGE PUBLISHING CO- 


SATCKDATC EYSSPM*. SET- 2S; 


TKRMS or SrsscBiFTiox— Delivered 
nv part of Coshocton or 
By mid to 


will confer a favor by 


_u item of news, large or small 


please inform the PAUL? Ae*h^° 
5r Telephone or otberw^, whether 


MAURICE GRWJ'S PLANS 


Impresario Tells of Sixers En- 


gaged For Coming Season. 


'MABBU" IS TO BE PBODUOED. 


to 


Op«m *»* 
Krp*rtory— V»rlo«» *ol*» 


-r»r>: of tto* Tow- 


cop: 
o'clock. 


tb*n go on to Moatrva! sti<1 Toronto, 
where a eoiH-wrt will Iv •«« " i" honor 
of the I>uhe of Co:!^."' 
Tl1*" we 


shall proved to Ii«.-:*"-u-r. Syracuse. 
Buffa!o, Lc«5sv'-ie. Nashv:H*. Mem- 


is, HOUSK-U. Los AuseK-s aad Sau 


where we rvtuaiu thnw 


weeks. 
Thfuee we travel to San Antonio. 


Austin. Dallas. Kau*a.-= *"ity. s*«- Louis. 


will 
notices ot marriages, 
be inserted tree. 


fivecenis a lioe. *««** 
i. births and deaias «'U 


The DAILY AGE is on sale at 


C. E. Anderson's drug store and 
Boyd's news stand. 


AIRSHIP FAILED. 


Kentucky Lad "Meets With a Tragic 


Death In an Attempt to Soar. 


Roland, Ky.. Sept. 27.—"That ma- 


chine would take me clear to heaven 
It I wanted to go," exclaimed 15-year- 
old Bert Somiaerrille, speaking of hU 
new flying machine. He flew from the 
top of & stable successfully, then an- 
nounced his intention of sailing from 
the top of a 100-foot cliB. His father 
was sent for to stop the dangerous ex- 
periment. The youngster heard of the 
old man's coming. "Goodby," shouted 
the boy, "Fm off for heaven," and he 
Jumped from the top of the cliff. His 
mangled body was picked up at the 
bottom of the cliff. H« lay dead, wrap- 
ped in' the wings of his airship that 
had failed. 


Shaffer Accepts. 


Plttsburg, Sept. 87. — When Presi- 


dent Shaffer of the Amalgamated As- 
sociation of Iron and Steel Workers 
-was shown the open letter issued by 
President Samuel Gempers of tha 
American Federation of Labor and 
John Mitchell- president of the United 
Mine Workers, in reply to his state- 
ment charging them with the respon- 
sibility for the failure of the great 
steel strike, he said he would accept 
their challenge and was ready to sub- 
mit to an inrestigatio* as to toe truth 
Of Ms charges. 


Union Men to Resist. 


Mnncle, Ind., Sept. 27. — The men 


•who have been striking for several 
days at the Western Flint Bottle com- 
pany's plant at Eaton, near here, have 
surrounded the factory with pickets, 
having learned that the company in- 
tends to import nonunion men. The 
company declares positively that the 
eld men will not be taken back while 
members of the union. 


George Dixon Lost. 


EL Loois, Sept- 27.—Benny Yanger 


of Chicago gained the decision here 
over George Dixon, former feather- 
weight champion of the world, in 15 
rounds of fast fighting. Yanger was 
the aggressor throughout, punishing 
Dixon severely about the body. Dix- 
on's blows lacked steam, and it was 
only his ring generalship that saved 
him from a knockout. 


Threatening Letters. 


Mancie, Ind., Sept. 27. — Farmer 


John Barnliart reports to the police 
that he is receiving threatening let- 
ters. They demand that he leave $350 
nnder a stone at a crossroads. The 
first letter says a failure to comply 
will result in the dynamiting of his 
home. The next is that his boy will 
be blinded with acid. Bamhart is rich- 


Fairbanks' Boom. 


At'anta, Ga.. Sept. 27.—Smiley X. 


Chambers, an attorney of Indianapo- 
lis, and a leading Indiana Republican, 
is in the city, and it is understood that 
ae is here in an effort to secure the 
indorsement of Georgia Republicans 
for the nomination for president in 
1904 
of Senator Charles W. Fairbanks 


of Indiana. 


TO THE POINT. 


Globules of News Depicting Deigns of 


the Busy World. 


Oil struck near Peoria, Ills. 
Mount Vesuvius again in eruption. 
Fire destroyed 11 blocks at Guaya- 


quil, Ecuador. Loss $1,000,000. 


Secretary Gage left for Colorado, 


•where he will spend his vacation. 


General strike of coal miners de- 


clared in the Liege basin, Belgium. 


Theodore Roosevelt, Jr., in a run- 


away accident at Washington, but 
escaped uninjured. 


Conscience contribution of $6,050 


received from Xew York by treasury 
officials at Washington. 
Sender un- 


known. 


Turkish and Albanian troops cane 


tato collision at Belopolje, old Serrt*, 
with t'ae result that 54 were killed 
wounded. 


EWSPAPER 


The Xew York Herald's European, 


rtiltion publishes the following under 
She »i:itf of Sf i/t. !!>: 


One of thr Lusiest laen in the French 


capital is Mr. Mauricv Urau. who. after 
vrlosJ upon four months' hard "star" 
iiuuiiu^" 2:1 tii* European capitals, has 
jest ouuiplc-ted arrangements for his 


2i:^ual operatic tour in the Unit- 


taies. 
.Si's settled." he said to the eorre- 


t, -and I have now only to pact 


my trunks and 'git.' I am oSf to 


c"' er'K»ur" aud with iay family shall 
sail for Xew York on the Kroaprinz 
\Vilbelm. 
"Despite the great loss which the 


United States has sustained by the as- 
sassination of its president, which not 
only 1. but every member, 1 can truly 
say, of my company deeply deplores. I 
Think that we are going to have a grand 
season. 
-I am naturally going to repeat the 


standard repertoire and produce some 
novelties. Among the novelties will be 
raderewski's new opera -Manru.' 'Mes- 
salina' and perhaps -Thais.' The re- 
vivals will consist principally of 'Gio- 
conda.' 'II Ballo In Maschera.' 'Otello/ 
•Ernani.' 'Elisire d'Amore.' 'La Navar- 
raise.' -Manon* and 'Ero Leandro.' A 
great feature will be that Miss Sibyl 
Sanderson will sing for the first time 
in 'Romeo et Juliette' and perhaps in 
-Thais.' She has not been to America 
for seven or eight years and is going 
to be heard in California, her home 
where as yet she has never snng in 
public. 
"As I have already said. I have been 


doing the principal capitals. I had an 
interesting week in Dresden, where I 
heard PaderewskTs 'Manrn' for the 
first time. The work pleased me great- 
ly. I had practically made all the ar- 
rangements for its production in Amer- 
ica "when the author made several ex- 
acting" conditions, such as the engage- 
ment of his tenor, who hsd created the 
title role and sung it in most of the 
sreat cities on this side of the Atlantic. 
~ "At the finish I agreed to take him 
on. but as to who is to play the leading 
lady I shall only settle that on my ar- 
rival on the other side. Miss Sibyl 
Sanderson was to have left by the 
Champagne on Saturday, but as she 
was suffering from a swollen face her 
passage has been transferred to the 
Savoie." 
As to the artists engaged, following 


is the list: Sopranos, Mme. Suzanne 
Adams. Mile. Bauermeister. Mile. Bre- 
val. Mme. Calve, Mme. Barnes, Mme. 
Gadski. Mme. Marylli. ilme. Reuss, 
Mme. Belee, Miss Sibyl Sanderson. 
Mme. 
Sembricu, Fraulein Fritzi-Scheff, 


Mme. Ternina and Mile. Van Canteren. 


Coatraltos —Miss Carrie BridewelL 


Mine. Louise Homer and Mme. Schu- 
mann-Heink. 


Tenors—M. Alvarez. M. Bandrowski. 


M. Bars, M. Van Dyck. Herr DippeU 
M. Gilbert, M. de Marchi. M. Reiss, M. 
Salignac and M. VannL 


Baritones—Mr. Bispham, Signor Cam- 


panari, M. de Clery, M. Dufriche. M. 
Gilibert. Herr Muhlmann, Herr Van 
Rooy. Sismor Scotti and Signer Vlviani. 


Bassos^M. Blass. M. Plancon. M. Pe- 


rello, M. de Segurola and M. Edouard 
dt; Reszke- 


The dates of sailing of the various 


sincrers and some of the operas in 
which they may take part are as fol- 
lows: Mile. Breval leaves about Jan. 
20 to sine In "Tosca" and Brunnhilde 
in "Die Walkure;" Mme. Calve by the 
Champagne Sept. 21 for "Messaline" 
an.-l Valentine in "Les Huguenots;" 
Mme. Eatces-Story by the Philadelphia 
Sept. 21 for "Trovatore:*" Mine. Gadski 
by the Kronprinz WHhelm Oct. 15 to 
Sins Valentine; Miss Sibyl Sanderson 
by the Savoie Sept. 2S for "Manon." 
"Romeo et Juliette" 
and perhaps 


"Thais:" Mine. Senibricb by the Au- 
guste Victoria Sept. 27 for "Ernani." 
"Eiisire d'Amore" and Elsa !n "Lohen- 
grin." and Franleln Fritzi-SchefT by the 
Maria Tht-resia Sept. 24 to sing Micae- 
la in "Carmen," and Mme. Ternina by 
tfa-j Columbia Oei. 3 for "Gsoconda" 
ar<l "II Us Ho In Mascbera." 


M. Alvarez will sail by the Savoie Dec. 


14 ti> sine in "The Cul." "Salammbo," 
"Otello" and "L'Africaine:" M- Van 
Dvck !>y tae Zeeland. from Antwerp, 
Oct. 14. for Sieefried in "Gotterdam- 
mornnc." and M. de Marchi by the 
Champagne Sept. 21 for the entire Ital- 
ian repertory—r»n his first visit: M. Sa- 
Hsmac by the Champagne Sept- 21 for 
"Manon." "Elisire d'Amore" and 
i 


B-ihcme:"* M. Bispham by the Lucnrr.a 
Oct. 
4 for several new roles; Signer 


j Cnrnpanari. wbo is now in America, 


fnr "II Ballo In Maschera;" Signer 
St-oUi by the St. Pan! Oct. IC« for Iaszx>. 
"Giocrtii'la" and "Emani;" Herr Van 
Rooy by the Wilhelm der Grr.sse Oct. 
4 for Telramunde in "Lohengrin;" M. 
Plancon by the Wilhelm der Grosse 
Oct. 4 for "Thais" and "Gioconda;" M. 
Edouard de Reszke by the St. Paul Oct. 
19 for Wotan in "Die Walkure" and 
"Eraanj." 


"I hope," said Mr. Gran, continuing, 


"to jrlvc a Verdi cycle consisting of 
•Traviata,* 'Rigoletto,' Trovatore,' •Er- 
nani.' 'II Ballo In Mascbera,' 'Aida' and 
•Otello.' 
My conductors will be Mr. 


Walter Damrosch. M. Fion and Signor 
Sepilli. 


"As to the Itinerary, the Xew York 


season will open at Christmas or there- 
about, but long before that our out- 
side circuit will hfcve been running. 


w "Oa Oct. 7 we open at Albany and 


foaek to X«?w York, where we shall pass 
t-levea weeks, s^tartiu^ aftvsh we skal! 
visit I'SiiUdk-lpJjia. liwstou. Baltimore 


„ 
cago and I'insl'ur^ aud tbeu return 


to the MetrojK-Iiiaii O^-ra House. Xew j 
York, wherv a t'aiewell perfoniiaaev 
will be giveis." 
-It has Uvzi rumored." said the cor- 


re«poud->nt. "t!sat you have had enough 
of\.!K-r:i!:c enterprises aud meant set- 


.j Jowu at ycur charming country 


resideac-e at Croissy-on-Seine." 


"Tliat !s a slily report." Mr. Grau re- 


p!:ed. "Why should I L«ck out? I am 
youtig yet and have a lease of the 
Met- 


ropolitan Oyera House in Xe«r York 
till June. 11*03. and have com wots with 
a-tists uctil the end of May of the 
same year. Why should I desert the 
ship that i« sailing well? 


-After June, 1903. I may. perhaps, 


think of eivins up. but should I find A 
gloriously pretty star 1 may perhaps 
reflect." 


B. W. PnrMll. Kint*i*rill«. P»~ s»I» he *Qt- 


fexed IS ft*a »*U> piles and eoul* obMia ao 
relief aatil DeWitfs Witch H*»l Sml»« effu- 
sed a pera*aeo- cure. 
Counterfeits are 


worthier. C. E. Anderson's <ira» aad book 


I. J L111 Me 


SURE HE HAD PARTNERS. 


Commercial Tr.-r*I*r T«-1I» ot C«ol- 


f0m*.'» Action* »* Bnttfclo. 


James B. Mover of Elmira. N. Y.. 


who was standing twenty-five feet 
away from the late president when the 
fatal shot was fired, says he is positive 
that Czolgosz had two or possibly three 
accomplices and that he believes he 
could identify one of the men. Mr. 
Mover, according to a dispatch from 
Kansas City, Mo., to the New York 
Herald, was in the crowd opposite the 
position occupied by the president, and 
he saw the approach of the assassin. 
the shooting and the tumult thai fol- 
lowed. Mr. Mover is a traveling man. 


-I had my two little boys with me," 


said he "one of them just a child, the 
other half grown, and so I did not join 
the crowd that had formed in the Ime 
to =hake hands with the president- In- 
stead the boys and I stood and looked 
on. Those who were in the crowd were 
takinz their turns patiently, but they 
were all careful that no one should get 
ahead of them, as people will be on an 
occasion like that. 
-Then I noticed three or four men 


who were pushing forward much more 
anxiously and eagerly than the others. 
Those in front were elbowing their 
way shoving the others to one side. 1 
canW remember whether there were 
three or four of them. I remember one 
of them distinctly. He was a man or 
ordinary appearance, about the medi- 
um height, with a long, thick and dark 
mustache and fuzzy whiskers. He was 
elbowing his way forward, aud just 
after him was Czolgosz. He was crowd 
ins forward as eagerly as those aheao 
of him. I could not see his rigiit hand, 
but I remarked how eager he was to 
^et forward. If I could see him again 
as I saw him then, I should know him 
in a second. 
"But I was attracted by the sudden 


rush in front of the president I saw 
him totter backward, his face distorted 
with pain. Then a minute later he 
made the gesture toward the men who 
had heaped themselves oa Czolgosz. It 
was then that he gave instructions that 
the assassin should cot be hurt. 


-My first care was for my little boys. 


I got them back to the platform away 
from the mob. I did not see at once 
what had become of the murderer, and 
I lost sight of the men who had pnshed 
their way in front of him. But I know 
they were bis confederates. 
The ac- 


tions of that little group, with Czol- 
eosz ia the rear, so eager and anxious 
to get to the president were so differ- 
ent from the rest of the line that in my 
mind there can be no mistake about it" 


Bryan on Freedom of Speech. 


Lincoln. Neb.. Sept. ±i-—W. J. Bry- 


ua. is opposed to any limitation upon 
the freedom of speecii. which he says j 
has been suggested as a cure for an- 
archy. 
Mr. Bryan believes the evils 


of restriction are greater than the 
evils of freedom, and further declares 
that the deattt of President McKinley 
can not be traced to anything said or 
written agaiast him, Tae warfare, he 
says, must be against anarchy, not 
against freedom of speech. Anarchy, 
he insists, is a European product, and 
thrives most where there is the least 
freedom of speech and of the press. 


Charged With Murder. 


Ardmore. 1. T-, Sept. 27. — George 


Moran, who was arrested 10 days ago 
in the Chickasaw country and placed 
in jail here, was identified by Dr. Z. 
B. Beanbiossom of Oklahoma City as 
tae man who murdered the doctor's 
14-year-old son near Rush Spring, O. 
T., on Aug. 10. Beanbiossom and his 
son were going overland during the 
land opening and were held up by a 
gang of outlaws, one of whom shot 
the boy. 


Hazing Goes. 


Faribault, Minn.. Sept- 27.—lae 


trouble at Shauuck military school 
has been adjusted and the stuuents 
returned to work. Wednesday an or- 
der prohibiting hazing was read. The 
bovs at once objected and left the 
school but were later induced to re- 
turn. It is given out that the objec- 
tionable order will be rescinded, and 
with this understanding class work is 
moving as usual. 


Ambassador White Returning. 


London. Sept. 27. — The Hamburg- 


American line steamer 
Auguste Vic- 


toria, which sailed for New York from 
Hamburg had among her passengers 
Andrew D. \Vaite United States am- 
bassador to Germany and Madame 
Marcella Sembrich. the opera singer. 


Sorris Silver. Sorth Stratford. S. H.:-I pur 


chased a bottle of Oae Minute Cocgh Cure 
•When suffering with a cou*h doctors told me 
«ius incurable. Oneb3"le relieved me. the sec- 
ond and third almost cured. Today I am a 
well cum- C. E. Anderson's drag and boot 
store- 


Fast Mile by CTMC*IM. 


Philadelphia. Sept 27.—-Cre»ceu», 


the king of trotters, failed to lower 
Ms record of 2:02*4. made at Coluin- 
bus Aug. 2, in a trial on the Belmont 
Driving club course at Xarberth. a 
suburb of this city. The great son of 
Robert McGregor stepped the ni;!e in 
2-04*A without a skip, and thereby re- 
duced" the track record of 2:OS*t taad^ 
by A1U on Nov. 7. 1S94. Everything 
was conducive to fine time. The track 
was lightning fast and there was a*.: 
enough breeze to interfere with the 
progress of the great trotter. Thert 
were nearly S.OOO persons present. 


Was Lincoln's Secretary. 


Washington, Sept 
27.—Mr. John 


George Nicolay. private secretary to 
President Lincoln, and widely knows 
as the author of several works on the 
life of the great war president, uied 
at his residence here, aged 70. He had 
been in feeble health for several years, 
and since his resignation as rnarshi- 
of the United States supreme court in 
1SS7 he had been living quietly at his 
Washington home with his daughter. 


SPORTING EVENTS. 


Results of the Several Baseball Games. 


National League. 


At CteclnMtl—Cincinnati 7. Ktfstoa_2. 


At Si- Louis—St. L*>\ii* '.. Z'kiladeJphli 8. 
At Pittsburg— i'litsburg 4. Bruuklfii 3. 


CLtBA \V. L. P.C. i Ll-BS. 
>V. L. P.C 


JCXE9. !*.<!. 


tiOINU KOKTH. 
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American League 


At 1Va-«!ilngTon—*>Va»8isast«m 3. Detroit 5. 
At Baltimore— Baltimore 1O. C'eveLstiJ 9 
\i I'Mi-i-it-hia—S'h:!^ae!!.nia 1O. MHwau 


At Boston—Bo»:uo_ 


CLCBS. W. 


2. 


Dr. James" 
Heaaache 


HEADACHE'S 
TORTURES 


Often make a wo- 
man's life almost 
unbearable. 
But there is a cure— 
a safe, never-failing 
cure. 


Dr. James* 


Headache Powders 


soothe and restore the 
disordered nerves— 
take avray the head-' 
ache without leaving 
the slightest unpleas- 
ant after-effect. 


At all Drug Stores. 
4Doses 1O Cents. 


Cure \Vheie 
Others 
FaU. 


.. 


Bo-' .. 75 56 


73 60 


".- T^i 61 


.-•''*' 
.:-">" 
-&•-' 


3:>1 l- 
*:«>I. 
4:t: vi 


; Tii. 


S\. 
V>-. 
No. Iitt. 


^rx»«S 
: cirvc- 


;u-~- 
.d«rr* of :!::* sud OlSwr Sluts, throu 
aad tiiat of coaaec;i^s Iises.sud n 
K>rua::ou.caK »u 
v\ J t»., VIES. Ticket AK«-UI. 
W. 


FIRE SAUH 


Now is your chance. All ;K>ods will 


be sold at'jrreaily reciubed prices. Ev- 
eryihinp cash. 


Coshocton Installment 


House. 


520 MAIN* STREET. 


You Can Afford 


a Watch. 


Anybody Can at These Prices. 
Just for a trade maker 


for the next two weeks 
we will offer a Ladies' 
Gold Filled o size Hunting 
Watch, handsomely en- 
graved and fully War- 
ranted for 


$6.5O 


(This is the smallest ladies' watch.) 


i 
A Gentleman's 18 size 


i Hunting Watch in same 
quality for 


$7.50 


Take- advantage of these bargains. 
BURNS & 60SSER. 


JEWEl ERS. 


Ladies, clean your kid gloves with 


La Belle gi'u*e cleaner. For sale only 
by Davis & Refers, heaaquarters for 
kid gloves. Ail the leading shades 
Gloves of f 1.00 
and upward guaran- 
teed. 
mar30-lyr 


FEASLEY & BLOWERS. 


«id Darling. 1012 Howard St. Port Hnron. 
Mich writes: "I have tried isaaT plHs and 
s bui DeWitts-Little Early Risers are 


far the best pills I have ever used." Tber 
never gripe. C. E. Anderson's druE aud.book 
store 
— 


.. ROBERTS, 


THE BARBER. 


UnderSIe*r!st & Williams' Dm-: store. 


Slate and Tin Roofing and all kinds 01 repair work 
fleta 


\vt.-u"! G! 7i .4*2. ceilings a specialty. Oalvonized iron cornice and skylight work. 


-".phone i64 
ftcciain 
Building, Chestnut Street 


Palacine Oil 


Brilliant, Peerless, Odortess.and 


Smokeless. For sale by 


L. B. BARCROFT. 


636 Walnut Street, Coshocton. O 


? The Question Answered ? 


81 


-iSTOVES 


Who carries 


SL complete 


line of the 


leading 


makes of 
flain J^treet, 


jWho shows 
all the 
ipopular: 
designs and 
^styles of 


OHIO 


Always a full stock of 


FRESH CIGARS 


and TOBACCO at 


March's Cigar Store. 


«S MAIS STRSET - 


STOPPED FREL 
Ptmancntl; Cured t^ 
DR. KLIME'S IREAT 
NERVE RESTORER 


first dar** B>c. 


»f <S*r*,aotoa!j __,«-...- 
«|OX Sc. Vita*'Dmace. 
,1~=~-..,.»—. 
——!.M .'-fi.nat.xA 


• Ml Arch Street. PhnatfeSAIa- 


Pittsburgh Division; 


SUGAR! 


25 pound sacks Granulated Sugar $1.50. 
Best quality Mason half gallon jars ooc. 


" 
-« 
quart 
" ?oc. 


«- 
pint 
" ooc. 


BREAD- 
> 
VTe now have the famous \Veiant Bread here in the morning so that 


all can have fresh bread for dinner. Have also put a wagon on again for 
the accommodation of far away-cusiomers. 


Stone Jars. 
Quarts, naif 
Gallons and 
Gallons 


W. 
CASH GROCERY. 


Both Telephones NV>- 04. 
VVe do business on the square. 


(Ourthouse Square. South Side.) 


Don't wait nnti! yoc beccTae chronically 


coasti T-ated bnt tais DeWIt^= L:ti!e Earlv Bis 
ers'now and then. They -B-jll keep yocr lifer 
sad bowels in good order. Easy to take. Safe 
pills. U-E Anderson's drag and book 'tore 


Sold by C. E. Anderson, So.2 Forbes 


Block, Co shocton. and C. M. Ferguson 
Boscoe- 


PROFESSIONAL CARDS. 


\V_ A. H1MEBAUQH, 


VTTORNEY-AT-LAW. 


f£-Office in S icbolas Block. 
CHARLES B. HUNT 


ATTORNEY-AT LAW, 


Notary Public. 
- 
Mant Building 


ennsulvaniaynes 


PMSMHtf Train»-Cemm Time. 


~~-B 515 « 


oiosl S115 


Stylish Shoes 


FOR FALL AND WINTER WEAR. 


In Ideal Kid.Vici Kid, Enamel Leather and Fine Calf Skin, Sz, SJ-5<>, 
S3, 1=3 50 and $4. 
All the new shapes, heavy soles, stitched exten- 


sion edges, common svnse and Cuban heels. 


BRENDEL BROS,, 


XwraVk-" 5~«63 «12 3JfB 1712« 


• ;it;*<tC4l;i * 
—--- '-"•- O v* " "~ 


OR. R- C. EDWARDS, 


Office in Residence, 611 Chestnut St 
Phone 34. 
_. 


QUALITY GUARANTEED; 


Everyone likes the new hats 


in the Gotham and Nox-all 


m akes with their shapely high 
crowns, so strikingly different 


from last season's make. 


There's nothing lacking to 


mar the absolute completeness 


of this hat stock. 


DR. FRANK L. WERNETT, 


DENTIST. 


Located in Finley & Wernett's office, 


opposite P. O. Will be glad to 
meet his former friends 


and patients. 


Crown and bridge work a specialty 


r.6~i"59"30 145 7 25 i'fO 
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Fitters of Feet. 
Cash and One Price. 


_ 
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«lfOD^PH 


1811 


Established 
i cm BIIW so 
Capital $50,000 Surplus $35,000 


J W. C«3sin«-!>»n», President: H. C. Herblg 


"*" Within the next few days we will receive J. 


more than a car load of pianos, all bought J 
direct from the manufacturers. We will keep (f\ 
some of the best for our Coshocton trade. If F 


JT you see them and get our prices and terms ( 


vill own one. 
- 
* 


J. fl. COMPTON, 


Coshocton, Ohio. 


.r.«"6u6 2tf 3"3D5 «S"S» l"*53 15S 55 
, AX AX PX spx rx AX , AX r?i 


:ALL THE 


Young Street Car 


City calls ioc. Passengers and 


trunks 25C. 


PET'SR ECKERT. 


Phone 152. 
Liveryman 


Ibe Eureka Laundry 


AND DRY CLEANING. 


Joseph R. Wilson, Prop. 
Work called for and delivered f-c. 
Phone;*. 


_ 
Dirit Faced Tffc 4oKa aac CB . 
* 
. 
S^t: I^t BwSfa- 1201 ***;*, «• «» »*U: ^ 
Trains leave Cadiz Junction for Cadiz. *6 1C. 
3 35. tlO !0 an>- : tl 28- « 3D and « SJ>-.J»i.: 
i^e Cadiz, «5X *9 10, tlO <5 a m^ tl 5D. f4 K. 


IS flt P- mTteav 
3M 


X *9 10, lO a m^ 
. 
. 
e Cadiz ft 25- f7 50. 19 3D a- n>- ; 
P. m-: Arrive Cadiz Jcnction. 
- . 
VeiUMde 
Can are run on So- , , 
nutn Sl«p4»« Car» on Sf«w- «, 3. 5, 8, 19, 
and «1. *••:«, 8. 1«, 1* and «O connect '.r. 
Vnlon StaUon. Plttsbntxh. with through 


^ 
*-«^^^ 


Subscribe for The Daily Age. 


33 ran v^ Cdnmbns to 


Cincinnati: "So*. 1 nnd al to Indianapolis 
and ft Lonis ; •*•+. 3 and *1 to Cbicngo, Soiu 
3. «. 33 and 3* connect at Trinway to and 
from Zanesville and stations on the C. & M - N - 


BC*onnection at SteubcavtHe and Wnecling 
Junction for Wheeling. 
G. L. PECK, 
E. A. FORD, 


- . - 
PlTTSBCRGH, 
. 


For time carts, rates of fare. thro\i«h 
• 
cttccks and ftinher Information «*- 
tb« runninc ot to-in*. apply to any 
' 


c- €i. SMITH, 
DENTIST. 
Scbaich Building, over Mrs. 


Munn's Milliner> store. 


Coshocton, O. 


Oas administered for the 


Extraction of teeth. Crown 
and Bridge worka specialty. 


PHONE 191. 


Aa Easter* Trip. 


Excursion tickets to New York may 


be obtained" at principal ticket offices 
of the Pennsylvani i lines, jrood going 
and returning over the Pennsylvania 
lines—or uoirig via Pennsylvania lines 
and returning via the other direct 
lines from Xew York, including the 
, routes via Buffalo with privilege or 
4 i stopping over al that point to take in 
* the Pan-American exposition and >i- 


! aeara Fails, or returning Washington 
' D. C., with stop-over at that point. 
Full information will be furnished m 
reply to inquiries addressed to ticket 
agent* of the Peons-'jania line*. 


SPAPERf 


xvvwwvvvvwvvvvvw^^ 


Free Tickets to fte Fair 1 


Coshocton County Fair Oct. 


8, 9, 10, ii, IQOI. 


You can go to the Coehoctou County Fair, October 8.9, 


10 aud 11, each day. and it will not cost you a penny. With 
each $10 worth of goods bought ot us we will give you 
FOUR TICKETS FREE. 
The Fair promises to be one of 


the best in Ohio. We do this to help yon help the Associ*- 
tiou and to get you acquainted with the most satisfactory 
Clothing House in CoBhocton. 
Our Suits at $5, $7.5O, $1O, 


$12 and up to $2O 


•re the finest ready-to-wear garment* in the United StateB. 


inspection. 
Our 


the 


Our Oveicoat stock is ready for your 
Clothing ie absolutely guaranteed. 


Come in and get a purchase card, we will punch 


amount of each and every purchase on your card, when $10 
has been purchased you get Four Tickets Free. 
Each of 


the four tickets is good any day of the Fair. 
You may use 


them all yourself or give them to your friends. 


COME ONE. 
COME ALL. 


ED, DOE & GO,, 


Coshocton'sl Busiest Clothiers. 


Hogan Building, Coshocton | 


s 


te*M«t 


Takeaway sound, refreshing sleep 
and you rob nature of it* most, oeces- 
SVT requirements, 
feeding and 


building up time, that's wby ao many 
people And their standard of strength 
waning when they cannot aleep welL 
One symptom after another creeps in 
and serious ailments follow, that is 
what makes so many feel and look old- 
er than they are- The perfecting af 
Jr. A. W. Chase's Xerve Pills is a rev- 
elation to this kind 
Mis. W. F. Smith of 918 Main 
street, 
Oosboeton, O., says: "My 
tiouble was an inability to sleep, due 
o nervousness and genera! depression, 
was advised to trv Dr. A. W. Chase's 


Nerve Pills and gut some at C. E- 
Anderson's drug store and I am 
>Ieased to say they met all the re- 
quirement* of the case and I find the 
jerves steady, my sleep natural and 
Jfte strength excellent." 
Dr A W. Chase's Serve PilLs are 
sold at 50c-a box at dealers or Dr. A 
W. Obase Medicine Go . Buffalo, X. Y. 
See that portrait and signature of A. 
W Chase, M. D., are on every pack- 
age. 


Many physicians are now prescribing Codol 
yspepsia Cure regularly «ud having found 


It" Uth» best prescription ibcy can write, be- 
cause It Is the cue preparation which contain* 
the elements neceiiary to diges; aot only 
some kinds of food, but all kind and It there- 
fore cures Indigestion and dyspepsia no '.mat- 
ter what !u cause- C.E. Andorson's drug and 
boot store- 


•BLAST TESTAMENT 


McKJafey's Will Offered For 


Probate at the Old Home. 


PULL TEXT OF THE IHSTHIIIWIT. 


Mother WfctU 
ftntr CfelMrea 
Jump* lit 
Follow* * 


• Threw* B*r 
W*1I «•< Thru 


— Do«ble Trm«edy 


— Intel. 


IM COMMUNED MOW. 
CAMPING IN AHAVINE! 


POUR 
G*t Bu»y at 


Mexican St*t*. 
fcy CJ««trocuti«»n. 
_ 


Aub«rm. N. ?.. Sept. 28.—When A* ] „. 
w .. . «,/,,..„. cw.ot j Paebla. Mexico. Sept. 28.— 
jtcin rzalratt arrived at Auburn ' W hCD a Wall Of Water t>wepC ! 
U,O«MJ, a« l. 


E. s. MCDONALD, 
DENTIST. 


Qeidel Building:, Opposite 


Opera House, Coshoctoi. O, 


ftave You Thought 


about where yon can get the hesi 
for yonr monr-y. If cot, call at 
Ben jam in Coe's Hardware Store 
and see what you can do. 


We carry a line O? Sttel Range? 


and Stoves of all kinds to suit 
your wants, viz CiimEX Ccoks. 
Climax Steel R&nges aud. Heaters, 
Miller Steel 
Rat-gps, Favorite 


Steel Ranges and Heaters. Penin- 
sular Stovep, Buckeye Ranges and \ 
Stoves and the celebrated Moore; 
Air-tiaht Heaters and Rauges. 
Surely a variety that you cannot* 
but find what you need. 
Also a 


full line of Hardware in t\\ it= 


They Never Depress. 


Tou will never have that depressed 


or stupid feeling after taking Clinic 
Headaches Wafers for the cure of 
your headache. Taey work directly 
ly on the nerves, act as a tonic to the 
heart ant! leave vou bright and ready 
for work. A child or the weakes in- 
valid can take them with pefect 
safety. 10 cents at all d'-vlgg1sts- 


Forsale by C. E. AnrV,rso3. 


A never failing cure for ca'-s, barns, scalds, 


ulcers, -.rounds and sores is DcWItt's Witca 
Haze! salve. A most soothing aod healing rem- 


entirety. 
Give us a call and iet us show you 
^_ 


through aod convince you that we can "' jjTMoocl 
cive you satisfaction. Alsoairents for OI ail D1OOU 
the Akron Air Blast Furnaces-the 
best known. All kinds of tin work of 
which we make a specialty. 
Ycurs very truly, 


Skin troubles come from 
blood trouble. Hagee's 
Cordial of Cod Liver CM1 
is a corrective 


Armour Passes Away. 


Kansas City. Sept. 28.—Kirkland B. 


Armour died at his residence here. 
Mr. Armour suffered with brighfs dis- 
ease and a weak heart, and had been 
sinking gradually for three days. He 
had been ill for two years and had 
vainly sought improvement at various 
health resorts in the east and south. 
Kirkland B. Armour was born at 
Stockbridge. N. Y.. in 1854. He was 
the son of Andrew Watson Armour, 
who was for many years conspicuous- 
ly identified ngth the Armour interests 
in Kansas City, and entered the pack- 
ing house firm in 1872. 
After the 


death of his father he was made vice 
president and general manager of the 
Kansas City branch, and upon the 
death in 1S9S of S. B. Armour he suc- 
ceeded to the presidency- 


Warm Tariff Ouscussion. 


Berlin. Sept. 2S.—The Question of 


the new tarnt continues to be the sub- 
ject of newspaper discussion, which is 
daily becoming hotter. 
Conciliatory 


controversies are rare. The Deutsche 
Tages Zeitung complains of the slow 
progress being made with the meas- 
ure, as the bandesrath will begin to 
consider it Oct. 8 and the Prussian 
diet will reopen Nov. 26. "It will be 
impossible for the bundesrath to finish 
the work as a result of this lamentable 
delay," says The Deutsch Tages Zei- 
tung. "Should the bill fail we will 
know where to place the responsi- 
bility." 


Wouldn't Go On. 


Baltimore. Sept. 23.— George Cole, 


the welterweight of Trenton, N. J., 
who was matched for a, fight with 
Young Peter Jackson of San Fran- 
cisco, at the Germania Maennerchor 
hall, refused to go on. claiming there 
was not enough money in the house. 
Cole's trainer^ "Bill" Quinn of Wil- 
liamsport. Pa., took his place and 
boxed three rounds. He was virtually 
knocked out just before the finish- 


After British Tobacconists. 


London, Sept. 28.—"The British To- 


bacco 
company" was registered in 


London, 
the subscribers 
including 


Messrs. Duke. Fuller and Harris of the 
American Tobacco company. The pur- 
pose of the new organization is to ac- 
quire the interests of Ogden's. limited, 
the big British tobacco concern- 


B 


It contains all the active 


principles of cod liver oil 
without the grease or any- 
thing to remind you of cod 
liver oil but the good you 
get from it. It cures scrpf- 
ula and eczema by cleansing 


Ugriiee «rf tlk* Hi.ell«ye Suite. 
Canton. O.. Sept. i8.— Judge WUHmrn 


B. Day and Private Secretary Cortelyou 
west to the office of the probat* judge 
and offered the will of President Mc- 
Kinley for probate. They carried with 
them the fo.jowicg: "I. Ida S. McKin- 
ley. widow of WUUam McKl»ley. de- 
ceased. hereby decline the admials- 
tntion of his estate, and recommend 
the appointment of WiUlana i<- Day 
and George B. Cortelyou as adminia- 
trators with the will annexed." This 
reconunenuauon bean the dat« of 
Sept. 27. 1901. 


Following Is the text of President 


McKinley's will: "To my beloved wife. 
Ida McKin!ey. I bequeath all of my 
real estate wherever situated, and »Jxe 
income of any personal property of 
which I may be possessed at death. 
during her natural life. 
1 i^ake she 


following charge upon al". of my prop- 
erty. both real and personal: To pay 
•sy mother during her life $1.«'GO a 
year, and at ber death said sum to be 
paid tc my sister. Helen "«<cKic.lev If 
the income from property be insufS- 
c-.es- tc keep my wife ".a great comfort 
and paj the annuity abo.-e provided. 
ttf-a I direci that such of my property 
be sold a* to maice a sum aaequare for 
both 
purposes. 
Whatever property 


remains at ihe death of us:- wife 1 give 
to my brot^'-r arm risters. sb?re and 
share alik». ii; --'-->f concern is that 
my wife from my -«iat* shall have all 
she requites 
for 
her ccnifort and 


pleasure, and that my meaner shall be 
provided with whatever money she re- 


to make her old age comfort- 


happy. 
•A'itnes-« my hacd 


and seal this 22d day of October, 1897. 
to my last will and testament, made 
at the city of Washingtoa. District of 
Columbia." 


It is given out on authority that the 


McKinley estate will total $225.000 to 
1250.000. including life insurance of 
567.000. Aside from the S67.000 men- 
tioned. the estate consists of real es- 
tate here and contiguous to Canton, 
and of deposits in Washington banks. 
Monday morning at 9 o'clock has been 
fixed by the probate court for a hear- 
ing prior to probating the will. Then. 
It is expected. Secretary Corteiyoa 
and Judge Day will be finally appoint- 
ed administrators of the estate with 
the will annexed and will give bocd. 


Czolcosx arrived at Auburn 


prison, in custody of Sheriff Caldweli 
and 1C deputies of Erie county, there 
was a crowd assembled of about 2<M>. 
Either for fear of the ciotrd. which 
was not very demonstrative or from 
sight of the prison. Caolgoaz's legs 
gave out and two deputy sheriffs were 
compelled 'o practically carry the mam 
into the prison. 
Inside the gate his 


condition became worse and he was 
dragged up the stairs and into the 
main hall. He was placed in a sitting 


the Party to Death. 


THIRTEEN LOST BY A CLOUDBURST. 


i entered the Hacienda d« la Joy*. t» 
this state. One of the robber* shot 
Senor Lastir. owner of the place, the 
bullet entering the abdomen. Laatir 
fired his revolver at the bandits ac4 


his assailant. Lastir wa» ta«n 


A Pautenper 'I rate Goes Dow» » Ste*p j wounded by a machete, but eontina** 
' fcMbjtnkmeut and Xeaiiy TTTO Scor* i firing his pistol with his iett hand. 


•t P«raou*Ar» Badly Hurt—Serious 
Klrvs »t Several Point*—A Chapter 
•f Accident*- 


_ 
_ 
San Antonio. Tex., Sept. 28.—News 


posture on the bench while the hmmf **s been received of a terrible disas- 
cuffs were being removed. Liu be feil 
over and moaned and groantj evinc- 
ing the most abject terror. The pris- 
on physician says the assassin s fright 
and terror were * sham. Czolgosz 
now occupies a cell In the condemned 
row. 


Railway President Quit*. 


San Francisco. Sept. 28.—Charles 


M. Hays, president of the Southern 
Pacific company, formally announced 
that he would resign from the pres! 
dency. In his announcement he says: 
"The change in policy and organiza- 
tion of the company consequent on 
the change in ownership of me con- 
trol of the Southern Pacific shortly 
after my taking service with the com- 
pany has made a place, originally at- 
tractive to me, ao much less BO that I. 
several weeks ago. voluntarily placed 
my resignation and surrender of my 
contract with the company at the dis- 
posal of the executive committee, ef- 
fective on such date and on such con- 
ditions as might 
be agreeable to 


them." 


In Severe Cases 


Of Diarrhoea 
and Cholera florbus 


USE OJTLY 


Mull's Lightning 


Pain Killer. 


THIS GREAT HEALER prompt- 


destroy* poieon and fernoenta- 


Mrs Austin's Pancake Flour makes the system, enriching the ! tion in "the bow«l?. 
There ir 


lovely pancakes, muffles and perns. So 
good you always ass for more. 9-i-^-'-w 
feeding the nerves, j perfect safety in its use, as H does 


Low Rate excursion tickets to west 


are on sale every first and third Tues- 
day of July, Anirust and September at 
Wheeling & Lake Erie ticket ofiice. 
For further information apply to 
W .1 D vviES.Ticket.\iront. or 
W. W. MARCH, City Agent. 


nourishing the body, 
throw off the bad and 
on the good. Flesh comes; 
color comes; health comes, 
all from Hagee's Cordial of 
Cod Liver Oil. 


Sold brail tiragglstB. Prepared by 
KKbannon Chemical Company, St, Loon, Mo. 


not 
: Safe for 
invalid 
Keep it in the bouse or 


carry it in your grip. 
25c a 
bot- 


tle at drug stores, or sent by 


The Lightning Medicine Co., 


I 
Rock Island, III. 


! 
Mnll'sGrape Tonic c^res Stomach Trouble 


. Dyspepsia, etc. 50c. 


m* 
m-. 


Wby s?ndy and think as to the name 


or kind of floor you ne*~d. There is no 
comparison between the many brands 
that are offered and 


White Lily Flour 


IT IS'ALWAYS GOOD. 


Insane Woman's Awful Work. 


Cleveland, Sept 2S.—At Little York, 


a station on the line of the Akron, 
Bedford and Cleveland railway line, 
15 miles Ircm here, Mrs. Perry Curtis, 
wife of a f aimer, di owned her foar 
small children in a well and commit- 
ted suicide by jumping in the welL 
Her husband was in Cleveland and 
knew nothing: of the tragedy nntil he 
read -an account of it in the news- 
papers. Folowing are the names and 
ages of the dead: Mrs. Perry Curtis, 
33; Rosa, 2; Anna, 4; Harry, 5; Har- 
old, 9. The latter was -urs. Curtis' 
stepson. 
Mrs. Curtis was released 


from the Massillon insane asylum re- 
cently as cured, and it is thought that 
It was while suffering a. relapse that 
she committed the deed. 


Will Teach President's Children. 
NorwalX O-, Sept. 28.—Miss Corne- 


lia Dyas of this city, one of the great- 
est piano players and instructors in 
this country, will give ^-resident 
Roosevelt's children instructions on 
the piano. Miss Dyas is well known 
in Cleveland, Toledo and throughout 
northern Ohio. She studied in New 
York and Berlin and made her debut 
in New York three years ago. Later 
she was appointed piano instructor it 
the Washington Episcopal Cathedral 
seminary. 


Sad Result of * Quarrel. 


Georgetown, O-, Sept. 28.—Homer 


Fite. who lived near the 
old Grant 


tannery, shot and fatally beat his wife 
and then shot himself to death. Mrs. 
Fite says he shot aad beat her alter 
a quarrel. He then went to the mil' 
where he was 
employed and killed 


himself. 


Wall Collapsed. 


Hamilton. O.. Sept. 28. — John P. 


Westbrook. 40, who lives w—a his wife 
and family at 236 Race street, was 
walling up a vault at his home when it 
suddenly caved in and Westbrook was 
buried under 15 feet of dirt and stone 
and was dead when taken out. 


President of Heidelberg. 


Tiffin. O.. Sept. 28.—Rev. J. A. Pe- 


ters. D. D.. president of Heidelberg 
university, is lying at the point of 
death at his home in this city. 


Caught In South America. 


New York, Sept. 28. — William 


Hoeppner. a former confidential book- 
keeper for the A. W. Faber company 
of this city, who disappeared June 19 
last, after having, it is alleged, em- 
bezzled between $30.000 and 540.000 
from the firm, has been arrest«d at 
Buenos Ayres. Argentine. This fact 
was announced at police headquarters, 
where it was also said that extradition 
papers would be secured at once for 
Ho«ppner's return. 


Shot Hi» Son-ln-Law. 


Willacooch*. Ga.. Sept. 2».—Randall 


Metts was shot and killed on the 
street here by ^lisha Lett, his father- j 


Both, amilies are prominent.! 


Damage by Floods. 


Savannah. Ga_. Sept. 28.—Rice plant- 


ers on the Savannah river suffered 
heavy damage from high water, aad 
still further destruction is anticipated. 
Five and six days ago there were al- 
most unprecedented rains up the river, 
from Augusta, westward. The freshet 
has reached the rice section and was 
met by an immense volume of tide 
water piled up in the river by a 60- 
mile gale at Tybee. As a consequence 
many of the plantations are flooded 
and the cut rice ruined. The water is 
still rising and the wind blowing hard. 


Wireless Telegraphy at Sea. 


Queenstown, Sept. 28.—The Cuaard 


line steamer Lucania, whlct sailed 
from Xew York Sept- 21 for Liverpool, 
arrived here and reports having com- 
municated for two hours with the 
steamer Campania of the same line, 
which left Liverpool Sept. 21 by way 
of Queenstown Sept 22 for New York, 
in midocean, by means of the wireless 
telegraphy. The shortest distance in 
which communication 
was 
effected 


was 33 miles and the longest 65 miles. 
Many messages were exchanged. 


Modifications of Cuban Tariff. 


Washington, Sept. 28.—The war de- 


partment made public the text of the 
executive order containing modifica- 
tions of-the Cuban tariff promulgated 
March 31, 1900. The principal changes 
made have been noted, viz: Reduction 
of from 10 to 5 per cent ad valorem in 
the duty on railway equipment stocks; 
of from 10 to 5 per cent on sugar-mak- 
ing machinery, and the cancellation 
of the special concession relating to 
Porto Rican coffee. 


ter that occurred in Presidio county, 
near the Rio Grande river. i3 men who 
were prospecting for cinlbar losing 
their live* in fioods caused by a water- 
spout or cloudburst. The dead: Wil- 
liam Bolis. George Holton, Henry Car- 
ter. Hernandez Costello, Phillip Hum- 
phries, Peter Scbaffer, Alfredo Moa- 
Uz, William Jefferson, Thomas Frez- 
•el. Algernon Rhea. Casper Deutach- 
man. George Ainch, Rabiel Carr. The 
men were in two parties, camped one 
mile apart, in a dry ravine known as 


- Alaminto creek, in which there had 
I been no water for 15 months on ac- 


count of a drouth. 
The men were 


asleep when there was a cloudburst 
several miles up the ravine 
A vol- 


ume of water 20 feet high wasae£ 
down the channels of the ravine and 
swept over the men at the two camps 
before they were aware of their dan- 
cer. All were drowned. 


Down mn Embankment. 


Omaha. Sept 28.—The through pas- 


senger train from St. Louis to Omaha 
on the Wabash was wrecked seven 
miles from Council Bluffs. The entire 
train, consisting of mail and baggage 
cars, two day coaches, a chair car and 
JPullman, rolled down an 18-foot em- 
bankment and turned bottom side up, 
the engine aione remaining on the 
track. The engine stopped with the 
forward trucks on the edge of the 
bridge over Indian creek. The train 
had nearly 100 passengers and it 
seems almost a miracle that none 
were killed. Three were perhaps fa- 
tally injured. 16 seriously hurt and a 
score of others received minor bruises. 
The cause of the wreck is thought to 
be due to spreading of the rails on 
the curve where It occnrred. 


when his son came to the rescue and 
opened Ere on the robbers, killing four 
of thea. Then the basd, seeing that 
their attempted robbery was likely i» 
cost them dear. Sed. 


Governor Dole Resigns. 


San Francisco. Sept. 28.—Since the 


arrival here of the steamer Sierra 
las* Wednesday, the story has been 
circulated Jhat just before the vessel 
left Honolulu Governor Dole wrote 
»is resignation. 
Whoever is respon- 


sible tor the story insists that the gov- 
ernor's resignation was given to Sec- 
retary Henry E Cooper, who was a 
passenger oa the Sierra, to be deliv- 
ered by him to 'he president- Cooper 
and Judge A. 3. Hartwell of Honolulu 
have left for Washington. 


Foreign Education. 


Madison, \Vis., Sept 28. — Dr. 


Charles Hendall Adams, president of 
the Wisconsin university, made his 
first appearance in public since he 
started about a year ago on his Euro- 
pean trip. The occasion was the con- 
vocation services of the University of 
Wisconsin. In his address he toid of 
the different European systems of ed- 
ucation. 
Among other things he said 


.compulsory education for all who were 
able to go to school was the key- 
note of the German system. 


Castro to Declare War. 


WiUemsiau, Island of Curacoa, Sept. 


28.—It is again asserted in well in- 
formed circles at Caracas that Presi- 
dent Castro will declare war on Co- 
lombia at the end of the month. The 
Venezuelan government is without 
financial resources and will shortly 
use the method of South American 
dictatorships and proceed to raise 
funds by force. Lack of confidence In 
the government is manifested every- 
where in Venezuela. 


Sport of Snobbery. 


London. Sept. 28. — The Saturday 


Review is the only weekly which deals 
with the yacht races. Its comment 
consists of two caustic columns head- 
ed "Sport of Snobbery." deciding that 
the races partake more of the latter 
than of the former. 
The paper con- 


cludes: "Yacht racing is. or was, as 
real a national sport as any. 
The 


greater pity, therefore, to foist upon 
it this load of snobbish vulgarities." 


Fierce Electrical Storm. 


Ashland. Wis., Sept. 28.—A fierce 


electric wind and hail storm wrought 
considerable damage in this vicinity. 
Several places were struck by light- 
ning and trees and fences were demol- 
ished. 
At Kakagon. a fishing point, 


four duck hunters, including two sons 
of Professor Burr of Beloit college, 
were sleeping in a boat. 
Lightning 


struck the boat and dazed the occu- 
pants. 


' Poet Ibsen Dying. 


London. S'pt. 28. — A special dis- 


patch from Christiania says that the 
condition of Henrik Ibsen, the Norwe- 
gian dramatist and poet, has grown 
worse and that his death is hourly ex- 
pected. 


SPORTING EVENTS. 


Results of the Several Baseball Games. 


American League. 


At Washinstoa—Washington 4. Chicago S 
At Philadelphia—Philadelphia 14. Cleve- 


land (!. 
At Baltimore—Baltimore G. Detroit 4. 
At Boston—Bo&toa 7. Mllwantet: 2. 


CLCBS. W. L.. I'.C. CLUBS. W. L. P.O. 
Chica... Si 53 
-G5O Baito... Sh 65 .512 


Bost 
76 5>» -57S Wash.. 
61 72 .453 


L»eft .. 73 61 .?~0 Ove... 54 7» .412 
1'tlil* . . 7 3 SI -i*6 
SlsJw -. 4b S» -34S 


National League. 


At Cincinnati—CirsciannU 3. 
Boston 4; 


second. Cincinnati o. Boston 1. 


At Pittsfottrc— I'kisbura j. Rr-wklyn 4. 
At St. Louis—Si. Lonis 9. rbii.idelphia 0- 


CLCBS. 
VT. L. r.C 
CLCBS. W 


PUts...- S7 43 .650 Ikxt 
67 


Phila .. 77 55 -554 N Y 
52 


Ktvok..- 76 57 .572 rin'si... Vi 
St. L-.-- 7i> 63 .327 Caica... il 


~Turf 


At Gra 


Troy. Bessie 
Bobs- 


At Toronto—Sir 
Vere 
de 
Vere, 


Slrrtt. Wellington J., Mercer. Snov 


Valuable Horses Crushed. 


Plymouth. Mich.. Sept 28.—A palace 


horse car en route to Cincinnati from 
Fort Erie was shunted upon a siding 
on the Pere ilarquette road. It over- 
turned, killing two valuable race- 
horses and injuring three others so 
that they had to be killed. The rest 
of the animals in the car were cut up 
badly. Besides the corses a party of 
eight men and boys, two women and 
two little girls were in the ear, of 
whom several received slight bruises. 
The two horses killed outright were 
Flasher and Toluca. The latter once 
held the six and one-half furlongs rec- 
ord, and W. C. Whitney paid 112,000 
for the horse at the time. 


Philadelphia Fire. 


Philadelphia. Sept 28. — The rear 


portion of the 7-story building extend- 
ing from Xos. 529 and 532 Arch street 
back to Cherry street, and which is 
owned by Paxton, Comfort & Com- 
pany, manufacturers of general sup- 
plies, was considerably damaged by 
fire. The other occupants of the build- 
ing besides Parson. Comfort & Com- 
pany are the Oxford book bindery. Jo- 
seph Potter & Son, straw goods, and 
F. W. Mauerer & Sons, manufacturers 
of upholsterers' materials. The loss 
is estimated at ?IT5.000, aad is dis- 
tributed among the four occupants of 
the building. The insurance will cover 
the loss. 


Leather Plant Destroyed. 


Grand Rapids, Mica., Sept 28.—Wre 


broke out in tlie arying and curing 
building of the Grand Rapids Leather 
company at Mill Creek, four miles 
north of this city, on Grand river, and 
destroyed It and a large stock of cured 
leather and machinery- 
The loss is 


estimated at 
fivu.OOO. partially In- 


sured. The whole plant was threat- 
ened and fire apparatus has been sent 
from here. 


Fired by a Spark. 


Plymouth, Mass.. Sept. 28.—A spark 


from a locomotive on the Xew York. 
New 
Haven and Hartford railroad 


started a fire oa the property of the 
Plymouth Ordag--- company at North 
Plymouth. Tr.it:, 
caused a loss of 


$100.000. 
Most o: the loss was on 


4,000 bales r.f :-Tar.;-la hemp. 


Garc ier Meets Walcott. 


San Francisco. Sept. 28.—George 


Gardner and Joe Walcott met in a 20 
round contest at the Mechanics' pa- 
vilion for a percentage of the receipts. 
The betting on the Sght was light. 
with Gardner a 10 to S fav -rue in the 
poolrooms. Jack Welsh was referee. 
Walcott was given the decision at the 
end of the twentieth round. Th° Sgh: I 
was a bard and fast one. with honorsj 
even until the eighteenth round. Wai-'*". 
cott took a decisive lead in tais rou~<! 
when he caught Gardner hard en the 
jaw. 
He followed np his advantage 


until the finish, never lettica: up for 
a minute. Gardner ciairaed -.U._ fig?t 
should have been a draw. 
Both men 


left the ring without much, sign of 


Plague at Naples. 


"Washington, Sept 28. — Surgeon Gen- 


eral Wyman of the marine hospital 
service has received a cablegram from 
Assistant Surgeon Eager at Naples, 
reporting 11 cases of bubonic plague 
and four deaths. Diagnosis of the dis- 
ease was confirmed by bacteriological 
examination. Assistant Surgeon Thom- 
as has been ordered from London to 
assist Dr. Eager. 


Motor Vehicies In Postal Service. 
Washington, Sepn 28. — The first call 


for bids which directly contemplate 
the use of motor vehicles in the postal 
service, except for collections, is made 
in an order of the postoSce depart- 
ment asking for bids, to be opened 
here Oct 12. for furnishing five motor 
vehicles for service at Minneapolis. 


Morgan En Route. 


Cleveland, Sept 28. — The special • 


train carrying J. Pierpoat Morgan and 
party to the general convention of the 
Protestant Episcopal church at San 
Francisco passed through Cleveland. 


THE MARKETS. 


Grain and Stock Prices For Sept. 27. 


CleTeiand — Cattle: 
Good 
to 
choice 


dry fed steers, 1.200 ibs. and upwards, 
Si 90«f5 00: good to caoice dry ted. 1.000 
to 1T5W Ib. steers. 54 eo^4 SO: green aalf 
fai, 1.000 to 1.200 !b. steers, $4 23@4 4O: 
green bail fat, aoo to l.ooo u>. steers. 53 75 
*r.4 OO; good to choice heifers, 54 00^4 30; 
fjir to good. S-5 50&.5 Oo: cows, common to 
choice. ?"- OO-jo 3O; bulls, good to choice, 
S3 Wy3 73. Sheep aad Lambs— Good choice 
wether sheep. S3 K<>&3 «o: fair to 
good 


mixed saeep, S3 23; culls aad comnioos, 
$2 <?y<i'2 5O; lambs, good to choice. 53 25® 
£ 40: fair to good iambs, f* 7*§5 00; culls 
ami coniuioes. S4 OOJr.4 5O. Calves — Fair to 
best, SG W*j7 30. 
Hogs— Heavies, f< SO; 


mediums, $7 15; Yorkers. 5« yO. 


Ck.c:i^u — <:it:i«: Good ;o orlase steers, 


?6 Wa*r 43: ptKtr to medium. 54 0<>§3 75; 
stoctiTs acd feeders. £i i>a4 30: cows, 
SI at-yt 7o: Seifers, S2_«»<i4 75: canaers. 
51 Ooy- &>: buiis. SI «->-g4 73: Texas fed 
steer*. S3 Wij.4 "•>: western steers. $3 65<5 
S 25. 
6h-.-ep aad Lambs— Good to choice 


wc-iaers. S3 «>>!i-4 00: fair to choice mixed, 
$3 3*ij.3 66: 
western saeep. 
S-'J 25*^3 35: 


aative iasibs. S3 OOv/5 '>.>: western lamtw, 
5:! 75'ji-i 75. 
Calves— ?3 Oufetf S». 
Hogs— 


Mixed and botcaers. _S6 7-I-&7 10: good to 
choice hea^y. S«> &Vti« 2": ronsb 
Leavy, 


jtf 4»^i<; 77,; llsht. SB 4.V--S !O. Wheat — No. 
•i red, 7«At&7«j*»c. 
Cora— No. 2. 37-i357%c. 


Oats — No. 2, -Xy'J."£r-*£- 


I'ltlsbnrg — Cattle: camce. J5 SO-JO 00; 


prim---. S3 3(*{3 7y; good. «5 -V/.-3 *•; tidy 
bctche». 54 So«Jo I'J: '^--, S4 :Vjjo oO: 
heifers. So OlT'i-5 — •: cows, stags and bcils, 
$-J UOU-* OO. 
fresa 
CITTS, 
J2O OO-gSO 00. 


SacVp and 
La=:!>i— Cb,«ncc sheep. S." SO^ 


4 UO: good. ?-"• f*<i'i 75: fair. S:i 23^3 
" 


d'-iio~ *7 ^: ht-a'-y 
light 'Yorkers. 57 utK 


l;-j:Ja.o — CatUe: 


poners, 53 soyi 1"; 
batchers. S4 
Sj 75<J.-« 3''- 
3 aa. 
feo 
•*• 


s 
57 i3g7 3u: 
EB&- 


Yorkers. ?7 10^7 13; 
1O: psgs. 5(J 50^6 70. 
«ooJ 10 prlase ex- 


saipr-ias, S3 4O&6 36; 


7.>i}3 3o: cows aad 
heifers. 


»t'>t»ers aad feeders. S3 Qtjijf 


Saeep aid Lambs— Best laabi, S3 :i3 
'a:r "'- S"""-. 53 •X'-'jS 23: csUs and 


i. r 
67 . 
7S 
_4(M[ 


S> .3T3j 
»4 .37S! punishment. 


The men are 
family trouble 


Winners. 
| 


Kins Haaover. B"i!e ft j 


McCarthy. Ogdea. IV«en;e.' 


At Si. Louis—Littie Martt-r, B«l!e of El- 


gin. Unbns. Kitty Clyde. Dr. Lovrloy, Jes- 
»i« Jartooe. 


A; Cbi'-aso—Ar;ena. Hard Knot. J. V. 


have had some 1 KJrby. Rolling Bo«r. School for Scandal. 


M»cGr!«- 


At 


tine, 3:IO; 3:10 p»ce, $1.000. Uonncll 


MMljEI kerts, be«t tlm«, 


To Stamp Out Anarchy. 


Chicago, Sept. 2S. — To stamp oat 


anarchy and anarchists in Chicago an ; 
elsewhere, a. number of citizens of 
Austin have joined hands and formed 
a 
secret, 
oathbound organization, 


which they hope will be the nucleus 
of a secret fraternity with branches in 
every city throughout the United 
States. Incorporation papers were is- 
sued for it at Springfield. The name 
of the new organization is the "Repub- 
lic." Its orcaaisatieB will iaciade 
1.000 


coois.on. Si •"»'!•• -**• mixed sbeep. S3 75jJ 
4 >r>. b-ck* ai-'l ^cUs. $2 O>.«sg2 73: we-.bers 
ana ye.«7'.-2^- S4 'A."!j4 U5. Hog*—Toilers, 


U:'iS: 32d U-.-avy. 57 l-V-j.7 35. 


v«.^^.b^^—Kra.Ls ac'J \esetabies — JoS- 


. . .- . _ i>—. 
*"aH*«-«^t>. 
ilJ^.^ i" 
"^ 
bt-ri> >e...—£ i . -^ -— a^>.'3^r. v/SiO. c- —>> 
p^r Jx«... v.-.*r... '."i^o. 52 -A1^: 25 per case; 


grar>?»- N. ^ WcrJcr.s. 14c per basket; N. 


tio2^ 54 «*>: :3'"K' pow*e«- £1 tw per ba.; 
'V'ttr^ *1 25 p«7 ftfli' b^-. harsper, j'lum;*, 
S2 <<o ;nrr W..; «w«r potatoes, £2 •_•» ;u 
bbl : -J^r^y. *3 -f-iS 25: oaioas, J2 5-> per 
S>b! : Sfanisi, $1 2i per cra:e. 


New York — Cattle: 5:eers, S4_J.V. 6 i'-. 


bc'.is. $2 60^3 SO. cows, ?1 7./52 7,-, -;.-;..ep 


52 
$5 <» 
stasre 
74*»e. 


•). Limb*. *4 "XtS 5'. ccUs. ?-> '»>; 


atl.i iarni*.. S3 4U»:*« -5" 
« a'-~es -Veaji. 


J.& 73. 
H'»s»— «7 \>yo.7 y3: oboioe 


toi*. S7 35. 
Wbea;— No. 2 red. 


Cor=— N" 2. <C5sc- 
Oar*— No. 2, 


C:B«.-.r.r.ati — Wheat- 
No. 2 r*v, 74.-_ 


Corn— No - an\«*.. Sl^TiKJc. 
Oats— No 2 


in.x'xl. 
:3*<- 
Rye— No. 
2. 
rt?c. 
Lsr-i— 


M» ^J-- 
r'.uik Moat* — *» 33. 
Bacor, — 


510 y\ lie; — ?4 '>»ii7 13. 
Carrie— $1 <EVjt 


3 23. 
Sheep— $1 25fe3 25. 
Lambs— $2 25<ji 


4 63. 


Toledo — Wheat, 72-^c: com. 58c; oaU, 


37c; 
rje. 54V*c: cloverseed. $3 TO. 


Baltimore — Batter: 
K»acy 


iNEWSPAFERr 
NEWSPAPER! 


IAMBUS COGITATIONS. 


to tfce sto«» enit vlth iu pennant of 


*m* iM er»» working k«rd In d**otion, 
MrTfeMU* **d Shamrock may uJte baric tne 
MUl<-Co!twbia'* the fern of the oc«ux." 
The Rambler. 


The best way to boom a town is u< 
boom It. When every citizen has the 
test interests of his community at 
bean be will make everyone with 
whom be comes in contact think bis 
etmmunity is the best on earth. 


A well known lady, whiie undergo- 
ing the painful operation of having a 
number of teeth extracted the other 
dav, was shocked bevond measure to 
bear her only and much loved sis 
»ear old cry out in great glee 
T'Mamma"s bleedicg, mamma's bleed- 
ing." 
What happened when they 
reached home is not- recorded, but it 
is safe toguess that the young savage 
now makes goo-goo eyes whenever he 
thinks of a slipper. 


Mosquitoes have been known to lire 


60 days in captivity. The season has 
arrived when they will not live that 
long ia Coshocton. 


In spite of the warning given out 
by the health authorities children 
continue to be iccklessiy exposed to 
diphtheria. Copseouently the disease 
remains in tl>e citf. If for no other 
reason than the protection of the~>e 
precious little lives the passage and 
enforcement of a law placing the lia- 
bility on careless parents should be a 
part of that health code now being so 
carefully prepared. 


It !s gratifying to learn that the 
sentiment fayor'cg the improvement 
of the MuskiDgam is still aiive. The 
movement should be pushed with 
Tigor. Congress will soon be 'Q ses- 
siou. and the friends of the river 
should call the attention of the com- 
mittee on rivers and harbors at the 
earliest possible 
moment. 
It was 
given a good start by the last congress 
and hard work may bring the desired 
funds from this one- 


RIGHT AT MOME. 


a*tf AM Kfea* *f Lacal 
•*s T*U to Brief. 


—Tne Gray Hardware Company. 
—The miners of this district were 


paid tnis afternoon. 


—Henry Robson has moved into the 


House on Orange street lately occu- 
pied by C. J- Bowen. 
—The remains of Harry Quinlan.wno 
died from diphtheria, was buried in 
Oak Kidge this morning. Tne funeral 
was private. 


—Mrs. Weaver was reported this 


morning ai a diphtheria patient. L'n- 
til she became ill the disease had been 
conaned to ctiidren. 


—Another case of diphtheria was 
reported to heaith Officer Foster to- 
day. The patient is a child in the 
Kerby family on South Eighth street- 


—Prof. F. H. Roberts, of Laramie, 
has written to a Mt. Yernon newspa- 
per that scboa! teachers are in de- 
mand :n Wyoniinp. Men and women 
are wanted, the average salary being 
$X> a moath. 


—The first examination by the new 


board was held today in the Walnut 
street building. Only nine applicants 
took the test, two being ladies. 
The 
board wii! hold a meeting next Satur- 
day to organize and will also pass on 
the list of applicants. 


—Librarian Love has decided to 


give out no books during the day un- 
til the classification :s complete. It 
was hoped to have the work done 
without interrupting the system in 
use. but it was found imposible. It is 
not not kaown how long the rule wili 
be in force. 


—The next bankruptcy court will J 


be held inColumbos by Judge Thomp- 
son Oct. 10. The regular December | 
erm of the United States court will • 
onvene December 3 when all the cas- 
vis which were to have been heard 
during the special September session! 
will be heard. 
i 


GRATIFYING REPORT 


W. V. it O. TilttC 


mixed 10:15 a.m 


G««. W. Las*. P««mo. Mich.. wtiU«:j 


-Your Kodoi Dyspepsia Cure Is the best reM-J 
^^ 


dy for Sadigwtion mad stomach trouble thai I. WSSTWAKP, JHSTT. 
e»*r used. For rears I suffered from d«sp»p- ]£Lxed train, 2 p. m. 


it Uae* compelling me to stay iab«d sad. 
Qgoogc^ a, new union depot, T»- 


c^" iTr^eL^Jledo, O., with Mich. Central Ry.; T,- 


= • to £««?2d= who suffer from iadi-jSt. L & K. C-? I»- S- & M. S-J U-, S- 


geitioa I aiwar* offer to pay for it if U fails, j - 
A.: D., G. R- 
* 


Thus far I have never paid." C.E. AKdenOE's -i-mnk System; D., G. E. 
drag and book store. 
., . 
M.. and 


Wabafth fey. 


All trains on T.. W. V. dt O. 
ton run daily except Sunday. 
W* H. K1PP. Atf'tat Coshocton 


Low Rate Eic«rsi**s to Newark. 


Oct. 1 to 4. inclusive, excursion 


tickets to Newark account fair will 
. 
be sold from Columbus. Coshocton: Xo Citizens OI COSIlOCtOn 
^^^Sff^^^SSS^^s^^^^^^ tff SSS 
lines local ticket, agent. 
diwlfrS Sf^^^^^^r^ll 


_. 
| dian Capsule. This medicine is guar- 
' anteed to cure every form of liver 
complaint curable by medicine. They 
' cure vour stomach troubles, nervous- 
' ness," rheumatism, constipation and 


ml mm -^ 
American 


W. ST CLAIR, 
DENTIST, 


GRAY BUILDING. 


Omce hours: 7:30 to 11:3) a. m.. 
12:30 to 5 p. m. 


= j ness, rneumaiism. cunst--pai.ioii auu 
9! will not fail. Purely vegetable a-!. the 
m- greatest blood purifier of th- -t^e YS.U 
m - will make a mistake if you fail to be 
benefited bv this great remedy. Pre- 
pared bv 
" I>U- R- McFAKLAXD. 


i 
200 E. Fifth Ave.. 
i-31-lyr 
Columbus.Ohio 


The man who delights in looking 


for trouble should read Hick's weath- 
er 
predictions for October. 
That 
learned individual can see more thun- 
der storms, wind, sleet and.snow dur- 
ing the next month than was ever 
imagined by the most complete pessi- 
mist on record. 


A gang of shovelers cleaned the 
Chestnut street asphalt- Friday. That 
is to sav thev removed a part of the 
accnmlated dirt. That is well enough 
as far as it goes, but if the water 
department cae spare the fluid Chest 
nut should be flushed. An occasional 
scrubbing does not injure the as 
pbalt and adds much to the appear 
ance of the street. 


SAW IT IN THE AGE. 


Made by Secretary Setfc M. Soyder to the 


Greater Cesboaon Gnu Club. 


The Greater Coshocton Gun club 
held a meeting in the clerk's office at 
city hall Friday evening. 
Secretary 
Seth M. Snyder gave a gratifying re- 
port of the condition of the club. 
There are 59 members in good stand- 
ing and 3141.22 in the treasury to the 
credit of the club. 2?o date was fixed 
for a shoot but arrangements will be 
made to have one before long. 
The 
game season will open in a short time 
and i£ is likely a great deal of practice 
shooting will be done from now until 
the season opens. 


PROMINENT MACCABEES 


Haw Harry Soles Learned of the Illness of 


Mrs. Soles. 


Harry Soles is home from Tampa, 
Florida, where he has been in search 
of a location. Mr. Soies had visited 
a number of places in Florida and bis 
family did not know his exact loca- 
tion when Mrs. Soles was stricken 
with paralysis recently. Efforts to lo- 
cate him were unsuccessful but he 
was 
in 
Tampa 
and 
one day 
' walked into the photograph gal- 
lery 
of Calvin 
Sturtzbatcn, a 


former 
Cosbocton 
resident. 
He receives THE AGE every day, and 
in looking: over the last paper Mr. 
Roles learned of ins wife's illness. He 
hastened to the telegraph offitre, and 
notified his family that he would 
leave at once for home. 


Will Speak at an Open Meeting to Be Held 


Next Thursday. 


The Maccabees are arranging for an 
pen meeting to be held next Thurs- 
ay evening in Grice church. Leading 
fficials of the order will make ad 
resses, and a good musical program 
rill be rendered by Loos' Odeon Harp 
rchestra and a quartet. The Macca 
sees have a strong organization in th< 
ity. 


SEVEN HUNDRED CONNECTIONS 


To Be Made When the New Telephone 


Board Art-ires. 


The Citizen's company has been 


notified that the new board for the 
exchange will be_shipped by the man- 
ufacturer Oct. 75, but that 3aes not 
please the management. 
Tne con- 
tract requires that the board be in- 
stalled Oct. 24. and Mr. Gallagher 
is in correspondence witU the manu- 
facturers relative to their ability to 
carry out the agreement. There are 
700 connections to be made after the 
board arrivs. and the company >s very 
anxious to have the new system in 
working order at the earliest possible 
date- 


Lawn is Promised for the Passeof e 


Station Next Year. 


The work of paving about the Pan- 
Jandle passenger station has been 
completed, and the force spent today 
cleaning the open space between the 
tation and Main street. 2fo attempt 
will be made to beautify that bare' 
pot this year, but it is stated that it 
will be filled and a pretty lawn .creat- 
ed early in the spring. 


NEW ORDERS 


WiU Be Seat to Managers and Not to Sta- 


tionary Engineers. 


Heretofore the state board of exam 
iners o_f stationary engineers has been 
notifying the engineers of plants to 
secure licenses- The law provides z 
penalty for owners who emplov unli 
censed men and a ne^r form" of notice 
has been prepared ar.n wjjl be sent tc 
the managers of jxaat,-. eaip^tying un 
licensed men- It is beii-jved that bet 
ter results will be obtained in thi; 
way. 


INTERESTING SUBJECT 


Will Be Disoossed by :be Ministerial Associ 


atioa .Monday, 


A meeting of the Ministerial associ 
ation wiil be held Monday naornioc a 
9:30 o'clock ia the palpit library. Th 
subject ioi crscussion wili be. 
'-T< 
what extent sbo-jM the public discus 
popular qnestso -f;" 
Rev. Mr. Seve 


will open the divussion, and every 
minister present will be "expected t 
express hiscpjnion. AH ministers i 
the city are invited to attend th 
meeting. 


Henry Braydon. Harris. X. C., »aje " 


Wok medicine J» years for asthma, bnt oa< 
bottl««f One Minute Cough Cure did m 
men food thaa anything else daring the 
Urn*. Be«t coogh cure, cJE. Andersoa's dra 
•Mt taok store. 


NO CRASS THIS YEAR 


RALSTON 
HEALTH SHOE 


FOR MEN 


PRICE $4.00. 


"The highest com- 
pliment ever paid 
to the human foot" 


Come and let us show you 
why we have the exclusive 
agency. 


Big Department Store, 


Park Hotel Block. 


Opp. Court House. Coshocton, O. 


Wholesale &nd Retail 


WAL-KER St CAHTWEI-I- 


CLOSING OUT 


Men. 


.OF 


D, E, A 


' IB 
^mf W V 
dicate, 


SHOE 
XOR.HEH 


-TMI 


Fountain 
(terns. 


OUR 


SPECIAL 


SALE 


THESE arc fast going in favor. 
SHOES 
Everybody is asking 


for "The Walk-Over" Shoe. It 
is a Ss shoe for 53.50 «nd S4 
The price is much less than the 
fame grade of other shoes. The 
style is always the latest The 
fit is perfect. They never have 
to be "broke in" because they 
fit the feet. For your next pair, 
try these. 
DAVIS & ROGERS. 


439 Main-st. Coshocton, O. 


FOR 


flonday 


AND 


Entire stock of goods, ccnsissifig of DRY GOODS, NOTIONS, UNDER 
WEAR, SHOES, HATS, CARPETS, CURTAINS. FURNITURE, COUN- 
TERS, SHOW CASES, TABLES, everything (Groceries Excepted) 
must be sold to clear the rooms for the new Wholesale Grocery 
Company So Commencing Monday, Sep. aoth, 1901, we offer every- 
thing except groceries at wholesale prices, and many things much 
lets than cost, as rooms must be cleared at earliest possible date A 
great chance to save you money on anything you need for fall and 
winter use. Look for the red letter prices on Shoes. Dress Goods, &c 


D. E Almack & Sons, 


6O5 to 6O9 Main St., Phone 493 


Tuesday 


A FINE 


Curtain Pole 


COMPLETE 


6C 


Our business is confined 


strictly to the hardware 
lines. 
On 
miners 
supplies, 


builders' hardware, glass, 
paints, oils, etc., we can 
give you the very best 
the market affords, and 
our 
prices are always 


right. 
COSHOCTON HDWE.CO. 


411 Main St., next door to Com- 
mercial Bank. 


IN THE CHURCHES. 


^oneancements of Pastors For Sunday's 


Servtcs. 


Presbyterian 
church — Sunday 
school S»:l-5 a. m.: Sunday school rally 
10:UO a. m. Christian Endeavor at 6:15 
p. m. 


Grace M. E. church. Rev. J. W. To- 
and pastor—Sunday school 9:15 a. m.: 
preaching at 10:30 a. m. and 7 p. m. by 
[lev. J.R. McFadden, of Boston Theo- 
logical seminary. 


-» 
* * 
English 
Lutheran Church. Rev. 


H. T. "Weber pastor— Sunday school 
ft 15a.m. preaching 10:30 a. m.,sub- 
ject,"Some Fundamental Truths." 


* 
* * 


Methodist Protestant church, cor- 
ner «r Eighth and Walnut streets. Rev. 
S. A. Fisher, pastor—Sunday school. 
9:15 a. m.: preaching at 10:30 a. m.and 
p. m.: Christian Endeavor at 6 
p. m. A cordial welcome to all. 


Eleventh street Church of Christ. 


Rev. 
A. J. .Sever, pastor — Sunday 


school 5':I5 a.m.: preaching at 10-30 a. 
m. and 7 p. m.: evening sermon ''In- 
sufficient Preparation." 


•* 
* * 
Baptist Church. Rev. J. S- Ebersole 


pastor—Sunday school at 9:15 a. m. 
Preaching at 1030 a. m. and 7 p. m. 
Young People's meeting at 6:15 p. m. 
Evening annual sermon before the 
Pathfcnders. 


Union Chapel. Rev. I. B. Dillin par- 


tor-Sunday school 2 p. m.: pente- 
costnl meeting 3 p. m.; preaching by 
Rev. Mr. Cornell 7 p. m. 


* * 
* 
Cecil Memorial U. B. church—Park 
Avenue, 
Rev. A. E. Fair, pastor. 


Sunday school 6 a. m.:preachin$r 10:30 
a.m. F. A. Crass will lecture in the 
evening on "Sowing the wind." Spec- 
ial music. 


STAR CLOTHING CO, 


RAILROAD CORNER. 


Do not buy your winter suit until you have taken 


a look at our stock of 


Ready=made 


Clothing 


Biggest Stock in Coshocton. 
Newest Stock in Coshocton. 
Cheapest Place to Buy 


in Coshocton. 


GIVE US A CALL. 


flack & Wisenburg, 


PROPRIETORS. 


each. 


PEOPLE'S WANT COLUM3N. 


Free to Patrons of THE AGE. 


All mdvertlsemiuts wnicb coiae under tie 
heads of for s»!e, for real- =i:uatious waused. 
las' found ew:.. will be printed £re« of charge 
for'patrona of THE AGE. To others thar 
oatroos there Till t* a charge of Sve cents * 
tine—conns sevea words to the line. 
The aanoancemeats of business houses o: 
agencies will aot appear !c this cclnjau. 
We hope onr patrons wjll act hesitata to le-. 
their wants be fcu-wn ttrooehthisco^niaa 


WANTED. 


Agents—"Life of \Vm JtcKinley New pcbli- 
caiioa, handsomely illustrated and Sae bind- 
ings. Also up to date historical works. OhSo 
Snhscrlption Boot Co- *SS Pi*e bdg. Cm . O- 
—JJAS With le&tn aud wsgoa to haul coal 
Apply this oSice- 
23 


Every pole yon bny we save yon 


40 per cent. This IB a regular lOc 
pole. 


Three Tie Broom lOc. 
Beauty Pins 6 for 2c 
This is 


.he same pin you buy other places 
at 6 for 5c. 


lOc Brooches, our price 5c. 
Whiek Brooms oc. 
Granite Wash Pans 7c. 
Ladies' Wrappers 48c. 
Mica Axle Grease 5c per box, 


worth lOc. 


Tin Cups le each. 
Cups and Saucers, good, 2c each 
Alarm Clocks, guaranteed one 


year, 74c. 


Men's Heavy Canras Gloves oc 


pair. These are the regular lOc 
gloves. 


Men's Mittens 5c pair. 
No. 40 Satin Bibbon lOc per yd. 


This ribbon is sold everywhere at 
20c per yd. 


— Dishwasher and cbeicberrattld at 


Pari hotel. 


MASAGEE—i bright eaere^tic man as mana- 


a-er in this district for the Fidelity Lue lasnr- 
Snce company, of Philadelphia. Old line com- 
panv Salarv to right niaa. Position perma 
nen' 
Assistance ii starting wnhont expense 
Address with reference. Alexander McKnig&t. 
\"ce President. Drawer 1536. Philsde:phyi, Pa. 


DESISSSE AND ESGEATES — Familiar with 
lettering, who can engrave gnm plates. Prel 
erence Riven to one who can also n>ase zinc 
Sndembossiue plate? Address. O. S. Dooht- 
tle. Beading. Pa. 
io-la * 


FOR SAUc. 


WOOL SOAP. 


As I have given away 2 thous- 


and sample cakes of Wool Soap 
to the p»ople of Coehocton, I sup- 
pose you will want to know where 
to buy the soap. I will put the 
soap on sale for 5 days at 8 cakes 
for 25c. This soap is worth 5c a 
cake everywhere, so get your soap 
while you get 3 cakes free. 


Keep your eye on our column in 


the Daily Age and yo» will soon 
see who it the originator of low 
prices. 


We retail goods at wholesale 


prices. 


J, P. ZERBE, Prop, 


COOK STOVE—Excellent b^ter. First clasa 
condition. Cheap at 23iH Main. 


Ecc—Hat rack and other household coeds. 
Inquire Mrs. L.K. Andeisoa. Third and chest- 
nat or phone 16 


Srp.EET-One hprse stirrty. newiy painted, 
good as new. Inquire C70 \ me street or t rew = 
drag store. 
* 


On. OrrFTT—Horse, wagon and over 200 oi! 
cans Season failing health. A. B. Thomp- 
son. 
~4 


FOR RENT 


HOC=E—Seven jooms.modern improvements 
at corner Eighth and Orange- Inquire oi -x 
S. Merrell. 
** 


HOCSE—Seven rooms, modern improvements 
Sontb Seventh 
i-ossession given Oct. i. C. 


W. Loos, m South Seventh. 
3> 


ROOKS—Three. Apply at Knight & Whitte; 


more. 
—' 


Broad-cloths 
are much in demand. Our line is 
complete. 
The finest qualities 


w» have ernr shown. Range from 
$1 to $3 per yard. See them. 


Shirt 
Waist 
Flannels were 


never eo pretty. The line is larger 
than previous showings. 
Don't 


look at them unless yon want to 
bny, as you are sure to be captured 
if yon eoe them. Prices are Tory 
moderate, quality considered. 
Belts 


Our line of ladies' belts is the 


most extensive we 
have ever 


shown. Many of them are crea- 
tions of an artist, "A thing of 
beauty" and almost a joy forever. 
Umbrellas 


Onr new fail line just.opened. 


We think best values we have 
ever shown. 
A great variety of 


heantifnl handles are shown. Look 
them over. 
Corsets 


Over 
500 P- N. Corsets of 


various 
patterns 
opened this 


week. No corset-1 in America to- 
day is eo universally popular as 
the P. N. 
You can have any 


style from the shortest to the 
longest. 
Suits and 
Wraps 


The Wrap floor is getting very 


much crowded with new goode. 
Mardly a day for two weeks bnt 
a shipment of Wraps or Suits 
have been received. 
The variety 


is euch that any taste can be 
suited 


Tailored Sn.ts from $398 to 


$22.50. 


15 will buy a suit that will eur- 


prise yon. 


We are at your service. 


Bo CMS—Foor in Sieaos hoT4=e£21 Elmstre; 


LOST. 


WATCH—Small, open facei silver, in alley 
enst of railroad beiweea Mam ai-d Cb&iunS- 
leave »* Burns & tiosser with name of Sudcr 
[or reward. 
2* 


October 7 and 8 for meeting Ohio 


Grand Chapter Order of Easu;rn Star 
excursion tickets to Cleveiand will be 
sold via Pennsylvania lines, good re- 
turning until Oct. 11. For particulars 
see tictet agents of Pennsylvania 
lines, 


Goods delivered ta* to all, part* 


oftiMoitj 


ED. JUDD, 


CONTRACT PLASTERER 


E. JUDD, Prca. 
E. JCDD. Gan'l. Jtan'g'' 
E. JUDD, Journeyman. 


Estimates given on plain and orna- 
mental work. I also do all kinds of 
cement work. After 22 years exper- 
ience I can put yon down a cement- 
walk I will guarantee not to crack or 
raise, at less cost than others, as I 
save you all percentage for salaries of 
officers. If you do not believe it call 
on or address me at Hotel Mecca for 
enutaod prices. 


Loach mod oysters at Grand Central 


BeBUuranU 
Ihe Fountain D,1. CD 


'SPAPERf 


